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Executive  Summary 


This  state  of  Missouri  Plan  for  Implementation,  Maintenance  and  Enforcement  of 
National  Ambient  Air  Quality  Standard  (NAAQS)  has  been  written  to  fulfill  the 
requirements  of  Section  110  of  the  Federal  Clean  Air  Act  Amendments  (CAAA) 
of  1990.  Section  1 10  of  the  CAAA  requires  that  each  state  submit  to  the 
Administrator  of  the  U.S.  Environmental  Protection  Agency  (EPA)  a  plan  for  the 
implementation,  maintenance  and  enforcement  of  NAAQS  in  every  air  quality 
region  within  the  state. 

The  NAAQS  was  revised  for  the  new  8-hour  ozone  primary  and  secondary 
standards  proposed  by  EPA  on  July  18,  1997  and  finalized  on  April  30,  2004.  The 
revised  8-hour  ozone  standards  require  that  revised  state  plans  be  submitted 
within  three  (3)  years  after  the  rule's  effective  date  (June  15,  2007),  and  after 
promulgation  of  the  NAAQS  for  any  pollutant. 

The  NAAQS  for  the  new  PM2.5  primary  and  secondary  standards  was  proposed  by 
EPA  on  July  18,  1997  and  finalized  on  January  5,  2005.  The  new  PM2.5  standards 
require  that  revised  state  plans  be  submitted  within  three  (3)  years  after  the  rule's 
effective  date  (April  5,  2008)  and  after  promulgation  of  NAAQS  for  any 
pollutant. 

Enviroimiental  Defense  and  the  American  Lung  Association  filed  suit  against 
EPA  alleging  that  EPA  unreasonably  delayed  making  determinations  as  to 
whether  each  state  had  submitted  the  remaining  state  implementation  plan 
revisions  required  by  CAA  section  110  (a)(2)  for  implementation,  maintenance 
and  enforcement  of  the  respective  1997  NAAQS.  A  Consent  Decree  was  agreed 
to  and  signed  that  declared  that  State  Implementation  Plan  (SIP)  due  dates  are 
now  DecemberlS,  2007  for  ozone  and  October  5,  2008  for  PM2.5  thus  extending 
the  three  (3)  year  SIP  submittal  requirements. 

The  content  of  this  combined  plan  has  been  developed  to  demonstrate  the 
continued  attainment  of  primary  and  secondary  standards  for  8-hour  ozone  and 
for  PM2.5  from  the  regulations  for  preparation,  adoption  and  submittal  of 
implementation  plans  codified  in  the  Congressional  Federal  Record  (CFR)  at  40 
CFR  part  51,  Appendix  V,  "Criteria  for  Determining  the  Completeness  of  Plan 
Submissions". 

For  the  purpose  of  this  plan,  the  state  of  Missouri  consists  of  Out-state  areas,  the 
Kansas  City  metropolitan  area  and  the  St.  Louis  metropolitan  area.  These  areas 
and  designations  are  listed  at  40  CFR  part  81.326,  "Designation  of  Areas  for  Air 
Quality  Planning  Purposes  -  Missouri". 

This  plan  is  for  the  entire  state  of  Missouri.  However,  the  Kansas  City 
metropolitan  area  8-hour  ozone  maintenance  plan  and  the  St.  Louis  metropolitan 


area  8 -hour  ozone  and  PM2.5  nonattainment  plans  are  being  addressed  separately 
from  this  document. 

The  state  of  Missouri  acknowledges  its  responsibilities  related  to  section  110(a)  of 
the  CAAA  and  reaffirms  that  the  state  has  full  authority  under  section  1 10(a)  to 
implement  the  revised  NAAQS. 

Under  the  current  SIP  and  Missouri  statute  (Appendix  A),  the  state  has  the 
necessary  infrastructure,  resources  and  general  authority  to  address  the  revised 
ozone  and  PMio  standards  and  the  new  PM2.5  standards. 


Time  Line  History 

2.1  Ozone 

The  U.S.  Environmental  Protection  Agency  (EPA)  established  in  1971  a 
national  primary  and  secondary  maximum  1-hour  National  Ambient  Air 
Quality  Standards  (NAAQS)  ozone  standard  of  0.08  parts  per  million 
(ppm)  that  is  not  to  be  exceeded  more  than  once  per  year.  (See  Federal 
Register,  April  30,  1971,  Volume  36,  Number  84). 

The  1972  Kansas  City  and  Out-state  state  implementation  plan  (SIP) 
stated  that  Set  II  Pollutant  Considerations  (carbon  monoxide  (CO), 
nitrogen  oxides  (NOx),  hydrocarbon  oxides  (HC-Ox))  that  because  the 
levels  of  CO,  NOx,  photochemical  oxidants  and  hydrocarbons  are 
generally  well  below  the  levels  established  as  the  secondary  standards  for 
these  pollutants.  It  should  be  noted  that  control  strategies  for  regions 
classified  Priority  III  for  any  pollutant  are  not  required  by  the  federal 
government.  (Set  I  Pollutants  are  particulate  matter  (PM)  and  sulfur  oxides 
(SOx). 

Table  I  lists  the  final  Air  Quality  Control  Region  (AQCR)  Priority  Classes 
for  Out-state  Missouri. 

TABLE  I 


(AOCR) 

PM 

SOx 

CO 

NOx 

HC-Ox 

SW  Intrastate 

I 

m 

m 

m 

m 

SE  Intrastate 

m 

III 

III 

m 

III 

Northern  Intrastate 

II 

m 

ni 

III 

ni 

Priority  I  Regions  were  required  to  submit: 


•  air  quality  and  emissions  data  in  detail; 

•  a  control  strategy  that  was  tested  and  found  to  be  appropriate  and 

adequate; 

•  a  comprehensive  contingency  plan  for  the  prevention  of  air  pollution 
emergency  episodes;  and  finally 

•  an  air  quality  surveillance  network. 

Priority  II  Regions  are  intermediate  in  scope  and,  therefore,  fewer  control 
strategies  are  required.  Control  strategies  for  regions  classified  as  Priority 
ni  for  any  pollutant  are  not  required. 

On  February  8,1979,  EPA  revised  the  national  primary  and  secondary 
maximum  1-hour  ozone  air  quality  standard  to  0.12  ppm,  with  a  1-hour 
average  not  to  be  exceeded  more  than  one  day  per  year.  (See  Federal 
Register,  February  8,  1979,  Volume  44,  Page  8202). 

On  July  18,1997,  EPA  revised  the  1-hour  ozone  air  quality  standard  for 
ozone  by  replacing  the  1979  standard  with  an  8-hour  standard  set  at  0.08 
ppm  (See  Federal  Register,  July  18,  1997,  Volume  62,  Number  138). 
Three  states  and  dozens  of  industry  plaintiffs  quickly  challenged  the  new 
standards.  EPA  announced  that  the  1-hour  ozone  standard  will  no  longer 
apply  to  an  area  one  year  after  the  effective  date  of  the  designation  of  that 
area  for  the  8-hour  ozone  air  quality  standard.  (See  Federal  Register,  April 
30,  2004,  Volume  69,  Number  84).  EPA  revoked  the  1-hour  ozone  air 
quality  standards  on  June  15,  2005,  but  the  1-hour  ozone  maintenance  plan 
requirements  will  remain  enforceable  as  part  of  the  approved  SIP  until 
such  time  as  EPA  approves  an  8-hour  SIP.  Out-state  Missouri  has  always 
been  in  attainment  for  ozone. 

2.2      Particulate  Matter 

EPA  also  promulgated  PM  total  suspended  particulate  (TSP) 
NAAQS  in  1971  which  set  the  primary  standard  (the  level  where 
human  health  is  affected)  at  260  |Jg/m  for  a  24-hour  average  and 
75  |ig/m^  for  an  annual  geometric  mean.  EPA  set  the  secondary 
standard  (the  level  where  the  public's  welfare,  other  than  health, 
such  as  property  damage  is  affected)  at  150  |ag/m^  for  a  24-hour 
average.  The  Clean  Air  Act  requires  EPA  to  review  the  standards 
every  five  years  as  new  data  becomes  available,  and  revise  any 
standard  as  justified. 

On  July  1,  1987,  after  extensive  review  and  public  comment 
covering  a  nine  year  period,  EPA  published  it' s  final  decision  in 
the  Federal  Register  concerning  a  revision  to  the  particulate  matter 
standard,  which  became  effective  July  31,  1987.  The  revisions: 
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•  replaced  the  pollutant  indicator  for  the  standard  from  TSP  to 

PMio; 

•  set  the  primary,  health  related  24-hour  standard  to  150  |^g/m  ; 

•  set  the  primary  annual  standard  to  50  |ag/m^;  and 

•  set  the  secondary  standards  equal  to  the  primary  standards. 

2.2.1  Historical  Particulate  Matter  Monitoring  Network. 

The  original  monitoring  network  was  set  up  at  the 
following  locations: 

1.  St.  Louis,  MO 

•  Eight  monitors  in  the  Missouri  portion  of  the  St. 
Louis  metropolitan  area 

2.  Kansas  City,  MO 

•  Five  monitors  in  the  Missouri  portion  of  the  Kansas 
City  metropolitan  area 

3.  Springfield,  MO 

•  Three  monitors 

4.  St.  Joseph,  MO 

•  One  monitor 

5.  Other  monitors  in  the  state 

•  Hannibal,  MO 

•  Mexico,  MO; 

•  Columbia,  MO 

•  Herculaneum,  MO;  and 

•  Mark  Twain  State  Park  in  Monroe  County. 

2.2.2  Historical  Analysis  of  Air  Quality  Data 

Data  for  1985,  1986  and  1987  showed  no  violations  in  the 
three-year-period  of  the  PMio  NAAQS. 

The  data  did  show  exceedances  of  the  standards  as  follows: 

•  The  monitor  at  St.  Joseph  had  an  annual  mean  value  of 
51.7  lig/nP  (exceeding  50)  in  1985. 

•  The  monitor  in  Mexico  had  a  24-hr  exceedance  of  164 
|ag/m^  (exceeding  150)  on  Aug.  1,  1987 

The  above  exceedances  were  not  violations  of  the  standards 
for  the  following  reasons: 

1.       The  annual  exceedance  in  St.  Joseph  in  1985 

occurred  before  a  change  in  monitoring  equipment 
operation  for  PMio  was  initiated  by  EPA  in  mid- 
1986.  Following  this  change,  lower  values  for  PMio 
(about  20  percent  less)  were  being  taken  than  before 
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the  change  at  the  same  monitoring  sites,  and  with 
that  difference  applied  at  the  St.  Joseph  monitor  for 
the  1985  exceedance,  the  adjusted  value  was  below 
the  annual  standard. 

2.        The  24-hour  exceedance  in  Mexico  was  the  only 
one  at  that  monitor  during  that  calendar  year.  The 
standard  allows  one  24-hour  exceedance  per  year  at 
any  one  monitored  site  without  being  in  violation  of 
the  standard. 

On  July  18,  1997,  EPA  revised  the  particulate 
matter  standards  to  include  a  new  national  primary 
and  secondary  ambient  air  quality  standard  for 
PM2.5  (See  Federal  Register,  July  18,  1997,  Volume 
62,  Page  3871 1,  Notices  as  amended  at  Federal 
Register  July  30,  2004  Vol.  69.  Page  45595). 

Out-state  Missouri  has  always  been  in  attainment 
for  the  PM  standards  except  for  the  exceedances 
addressed  by  the  Columbia  Particulate  Matter  SIP 
(1980),  Mexico  Particulate  Matter  SIP  (1979)  and 
St.  Joseph  Particulate  Matter  SIP  (1980). 

There  have  also  been  exceedances  by  point  sources 
at  times  that  have  been  addressed  by  consent 
agreements  and  through  permit  modifications.  The 
charcoal  industry  has  been  regulated  by  rule  10 
CRS  10-6.330  "Restriction  of  Emissions  from 
Batch-Type  Charcoal  Kilns"  because  of  excess  PM 
and  opacity  violations  in  the  past. 

Long  Range  Transport 

During  the  mid-1990's,  the  EPA,  states,  and  local  agencies  began 
to  evaluate  the  impacts  of  long  range  transport  of  emissions  on 
nonattainment  areas  for  NAAQS.  This  evaluation  led  to  EPA's 
promulgation  of  a  SIP  call  to  reduce  nitrogen  oxide  emissions 
(NOx  SIP  Call).  Missouri  was  not  included  in  the  first  phase  of  the 
NOx  SIP  Call.  However,  Missouri  developed  a  NOx  transport 
regulation,  10  CSR  10-6.350  "Emission  Limitations  and  Emissions 
Trading  of  Oxides  of  Nitrogen".  This  regulation  was  developed  to 
fulfill  the  state's  requirements  under  the  EPA's  1-hour  ozone 
attainment  date  extension  policy  as  it  applies  to  the  St.  Louis  ozone 
nonattainment  area.  This  regulation  achieved  NOx  emission 
reductions  throughout  the  state  of  Missouri  by  placing  an  emission 


rate  limit  on  electric  generating  units  and  established  a  rate  based 
trading  program,  similar  to  EPA's  Acid  Rain  Program. 


EPA  promulgated  Phase  H  of  the  NOx  SIP  Call  in  2004.  The  SIP 
call  required  Missouri  to  reduce  NOx  emissions  from  electric 
generating  units,  cement  kilns,  industrial  boilers,  and  stationary 
internal  combustion  engines.  Missouri  developed  regulations  to 
implement  the  requirements  of  EPA's  NOx  SIP  call.  These 
regulations  became  effective  in  October  of  2005  and  were 
approved  by  the  EPA  on  Aug.  15,  2006. 

In  March  of  2005,  EPA  promulgated  the  Clean  Air  Interstate  Rule 
(CAIR).  This  rule  was  designed  to  reduce  NOx  and  sulfur  dioxide 
emissions  from  affected  states  to  levels  that  would  not  significantly 
impact  any  neighboring  states'  ability  to  attain  or  maintain  the 
NAAQS  for  ozone  and  fine  particulate.  This  rule  does  apply  to 
Missouri.  Missouri  began  holding  workgroup  meetings  to 
implement  this  rule  in  August  of  2005  and  is  working  toward  rule 
development  in  response  to  CAIR.  EPA  finalized  a  Federal 
Implementation  Plan  for  CAIR  in  April  of  2006.  This  plan  will 
remain  in  place  until  EPA  approves  a  state  plan. 

All  State  Area  Designations,  (including  out-state, 
Springfield/Greene  County,  Kansas  City  8-Hour  Ozone 
Maintenance  Area  and  the  St.  Louis  8-Hour  Ozone 
Nonattainment  and  Particulate  Matter  2.5  nonattainment 
area) 

3.1  All  State  Area  Designations 

All  State  Area  Designations  are  listed  in  Appendix  G 

3.2  Out  State  Design  Values 

Out-State  Design  Values  are  listed  in  Appendix  H 

Administrative  Requirements 

4.1      Section  110:  Requirements  of  the  Clean  Air  Act  Amendments  of  1990 
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This  section  of  the  plan  provides  an  explanation  of  how  each  applicable 
Clean  Air  Act  (CAA)  requirement  is  attained. 

Implementation  Plans  Requirements  of  the  Clean  Air  Act 
Amendments  of  1990. 

Section  110.  Implementation  Plans 

(a)(1)  Each  state  shall,  after  reasonable  notice  and  public  hearings,  adopt 

and  submit  to  the  Administrator,  within  3  years  (or  such  shorter  period  as 
the  Administrator  may  prescribe)  after  the  promulgation  of  a  national 
primary  ambient  air  quality  standard  (or  any  revision  thereof)  under 
section  109  for  any  air  pollutant,  a  plan  which  provides  for 
implementation,  maintenance,  and  enforcement  of  such  primary  standard 
in  each  air  quality  control  region  ( or  portion  thereof)  within  such  state.  In 
addition,  such  state  shall  adopt  and  submit  to  the  Administrator  ( either  as 
a  part  of  a  plan  submitted  under  the  preceding  sentence  or  separately) 
within  3  years  (or  such  shorter  period  as  the  Administrator  may  prescribe) 
after  the  promulgation  of  a  national  ambient  air  quality  secondary 
standard  (or  revision  thereof),  a  plan  which  provides  for  implementation, 
maintenance,  and  enforcement  of  such  secondary  standard  in  each  air 
quality  control  region  ( or  portion  thereof)  within  such  state.  Unless  a 
separate  public  hearing  is  provided,  each  state  shall  consider  its  plan 
implementing  such  secondary  standard  at  the  hearing  required  by  the  first 
sentence  of  this  paragraph. 

The  1972  Kansas  City  and  out  state  plan  was  written  to  fulfill  the  original 
national  ambient  air  quality  standards.  As  mentioned  in  the  Executive 
Summary  of  this  document,  this  new  state  of  Missouri  plan  has  been 
written  to  fulfill  the  CAA  section  1 10(a)(1)  requirements  by  including 
revisions  to  include  the  new  8-hour  ozone  and  PM2.5  primary  and 
secondary  standards. 

(2)  Each  implementation  plan  submitted  by  a  state  under  this  Act  shall  be 
adopted  by  the  state  after  reasonable  notice  and  public  hearing.  Each 
such  plan  shall — 

(A)  include  enforceable  emission  limitations  and  other  control 
measures,  means,  or  techniques  ( including  economic  incentives 
such  as  fees,  marketable  permits,  and  auctions  of  emissions  rights), 
as  well  as  schedules  and  timetables  for  compliance,  as  may  be 
necessary  or  appropriate  to  meet  the  applicable  requirements  of 
this  Act; 

State  rule  10  CSR  10-6.010  "Ambient  Air  QuaUty  Standards"  and 
facilities  individual  rules,  permits  and  consent  agreements  fulfill  the 
requirements  of  110(a)(2)(A). 
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(2)(B)  provide  for  establishment  and  operation  of  appropriate  devices, 
methods,  systems,  and  procedures  necessary  to  - 

(i)  monitor,  compile,  and  analyze  data  on  ambient  air  quality, 
and 

(ii)  upon  request,  make  such  data  available  to  the 
Administrator; 

The  department's  Air  Pollution  Control  Program's  Air  Quality  Analysis 
Section  was  created  to  and  is  maintained  to  fulfill  the  requirements  of 
110(a)(2)(B). 

(2)(C)  include  a  program  to  provide  for  the  enforcement  of  the  measures 
described  in  subparagraph  (A),  and  regulation  of  the  modification  and 
construction  of  any  stationary  source  within  the  areas  covered  by  the  plan 
as  necessary  to  assure  that  national  ambient  air  quality  standards  are 
achieved,  including  a  permit  program  as  required  in  parts  C  and  D; 

The  department's  Air  Pollution  Control  Program's  Enforcement  Section 
and  Permits  Section  was  created  and  is  maintained  to  fulfill  the 
requirements  of  110(a)(2)(C). 

(2)(D)  contain  adequate  provisions  - 

(i)       prohibiting,  consistent  with  the  provisions  of  this  title,  any 
source  or  other  type  of  emissions  activity  within  the  state 
from  emitting  any  air  pollutant  in  amounts  which  will  — 

(I)  contribute  significantly  to  nonattainment  in,  or 
interfere  with  maintenance  by,  any  other  state  with 
respect  to  any  such  national  primary  or  secondary 
ambient  air  quality  standard,  or 

(II)  interfere  with  measures  required  to  be  included  in 
the  applicable  implementation  plan  for  any  other 
state  under  part  C  to  prevent  significant 
deterioration  of  air  quality  or  to  protect  visibility, 

(III)  insuring  compliance  with  the  applicable 
requirements  of  sections  126  and  115  (relating  to 
interstate  and  international  pollution  abatement); 

To  fulfill  the  requirements  of  section  110  (a)(2)(D),  several  actions  have 
been  implemented  over  time. 

Visibility  Protection 

EPA  has  made  no  determination  that  emissions  from  any  state  interfere 
with  1980  visibility  plan  measures  required  to  be  included  in  a  plan  to 
address  reasonably  attributable  visibility  impairment.  EPA  is  not  aware  of 
any  certification  of  existing  reasonably  attributable  impairment  of 
visibility  by  a  Federal  Land  Manager  that  has  not  already  been  resolved. 
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Based  on  this  information,  no  source  in  Missouri  emits  pollutants  that 
interfere  with  measures  included  in  visibility  plans  under  1980  regulations. 

At  this  time,  Missouri's  current  nonattainment/maintenance  plans  for  the 
8-hour  ozone  and  PM2.5  NAAQS  are  under  development.  It  is  expected 
that  these  plans  will  benefit  visibility  protected  areas  in  Missouri  and  other 
neighboring  states.  This  is  primarily  due  to  the  inclusion  of  NOx  and  SO2 
controls  under  the  Clean  Air  Interstate  Rule  and  NOx  SIP  call  regulations. 
Also,  Missouri  is  working  with  the  Central  States  Regional  Air 
Partnership  (CENRAP)  regional  planning  organization  in  development  of 
a  regional  haze  plan  that  is  due  to  be  submitted  to  EPA  December  2007. 
This  on-going  regional  haze  plan  development  process  is  intended  to 
address  incoming  visibility  impairing  pollutants  from  sources  in  other 
states  and  Missouri  source  contribution  on  Missouri  Class  I  areas  as  well 
as  other  states'  protected  areas. 

Prevention  of  Significant  Deterioration 

All  major  sources  located  in  attainment  areas  in  the  State  of  Missouri  are 
currently  subject  to  Prevention  of  Significant  Deterioration  (PSD) 
permitting  under  state  rule  10  CSR  10-6.060  Construction  Permits 
Required  section  (8).  Major  sources  located  in  nonattainment  areas  are 
currently  regulated  under  a  Nonattainment  New  Source  Review  (NNSR) 
permitting  program  under  state  rule  10  CSR  10-6.060  Construction 
Permits  Required  section  (7).  Missouri  believes  that  the  current  rule  10 
CSR  10-6.060  Construction  Permits  Required  rule  meets  the  requirements 
of  the  Phase  II  ozone  implementation  rule  as  St.  Louis  is  classified  as  a 
moderate  ozone  nonattainment  area.  Missouri  will  follow  EPA's  most 
current  policy  on  the  implementation  of  all  PSD  and  NNSR  regulations  as 
they  relate  to  the  implementation  of  the  NAAQS.  Missouri  will  also  adopt 
EPA's  revised  regulations  implementing  the  revisions  to  the  NAAQS  as 
expeditiously  as  possible.  This  will  include  the  adoption  of  permitting 
requirements  into  the  state  permitting  rules  as  soon  as  possible. 

Prevention  of  Significant  Contribution 

Several  rules  have  been  implemented  and  are  in  development  to  prevent 
Missouri  emissions  from  significantly  contributing  to  nonattainment  in 
other  states  or  interfering  with  maintenance  in  other  states  with  respect  to 
any  such  national  primary  or  secondary  ambient  air  quality  standard. 

Four  (4)  rules  have  been  implemented  to  establish  a  NOx  emissions 
trading  program  for  the  state  of  Missouri;  establish  an  emission  budget  for 
large  electric  generating  units  and  non-electric  generating  boilers; 
establish  NOx  control  equipment  and  NOx  emission  levels  for  cement 
kilns;  and  establish  emission  levels  for  large  stationary  internal 
combustion  engines. 
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These  four  (4)  state  rules  are  10  CSR  10-6.350  "Emission  Limitations  and 
Emissions  Trading  of  Oxides  of  Nitrogen";  10  CSR  10-6.360  "Control  of 
NOx  Emissions  From  Electric  Generating  Units  and  Non-Electric 
Generating  Boilers";  10  CSR  10-6.380  "Control  of  NOx  Emissions  From 
Portland  Cement  Kilns";  and  10  CSR  10-6.390  "Control  of  NOx 
Emissions  From  Large  Stationary  Internal  Combustion  Engines". 

Four  (4)  additional  rules  are  in  development  to  address  a  Clean  Air 
Interstate  Rule  Annual  NOx  Trading  Program;  a  Clean  Air  Interstate  Rule 

Seasonal  NOx  Trading  Program;  a  Clean  Air  Interstate  Rule  SO2  Trading 
Program;  and  Control  of  Mercury  Emissions  From  Electric  Generating 
Units.  (See  Appendix  J  for  Clean  Air  Interstate  Rules  and  Clean  Air 
Mercury  Rule  MACC  Adoption  Certifications). 

(2)(E)  provide  ( i)  necessary  assurances  that  the  state  ( or,  except  where  the 
Administrator  deems  inappropriate,  the  general  purpose  local  government 
or  governments,  or  a  regional  agency  designated  by  the  state  or  general 
purpose  local  governments  for  such  purpose)  will  have  adequate 
personnel,  funding,  and  authority  under  state  (and,  as  appropriate,  local) 
law  to  carry  out  such  implementation  plan  ( and  is  not  prohibited  by  any 
provision  of  Federal  or  state  law  from  carrying  out  such  implementation 
plan  or  portion  thereof),  ( ii)  requirements  that  the  state  comply  with  the 
requirements  respecting  state  boards  under  section  128,  and  (Hi) 
necessary  assurances  that,  where  the  state  has  relied  on  a  local  or 
regional  government,  agency,  or  instrumentality  for  the  implementation  of 
any  plan  provision,  the  state  has  responsibility  for  ensuring  adequate 
implementation  of  such  plan  provision; 

The  Missouri  Air  Conservation  Law  (643.079,  RSMo)  requires  the 
Missouri  Air  Conservation  Commission  to  set  an  annual  air  pollution 
emission  fee  to  fund  the  reasonable  cost  of  administering  this  law.  Section 
643,  RSMo  also  provides  the  authority  necessary  to  carry  out  the  state 
implementation  plan  requirements.  The  department's  Air  Pollution 
Control  Program  also  has  signed  state  and  local  agreements  with  St  Louis 
City,  St.  Louis  County,  Kansas  City  and  Springfield/and  with  the 
surrounding  states  fulfills  the  requirements  of  110(a)(2)(E). 

(2)(F)  require,  as  may  be  prescribed  by  the  Administrator  - 

(i)  the  installation,  maintenance,  and  replacement  of 
equipment,  and  the  implementation  of  other  necessary 
steps,  by  owners  or  operators  of  stationary  sources  to 
monitor  emissions  from  such  sources, 

(ii)  periodic  reports  on  the  nature  and  amounts  of  emissions 
and  emissions-related  data  from  such  sources,  and 

(Hi)     correlation  of  such  reports  by  the  State  agency  with  any 
emission  limitations  or  standards  established  pursuant  to 
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this  Act,  which  reports  shall  be  available  at  reasonable 
times  for  public  inspection; 

State  rule  requirements  fulfill  the  requirements  of  110(a)(2)(F). 

(2)(G)  provide  for  authority  comparable  to  that  in  section  303  and 
adequate  contingency  plans  to  implement  such  authority; 

State  rule  10  CSR  10-6.130  "Controlling  Emissions  During  Episodes  of 
High  Air  Pollution  Potential"  and  contingency  elements  in  the  St.  Louis 
nonattainment  SIP  and  Kansas  City  maintenance  SIP  fulfill  the 
requirements  of  110(a)(2)(G). 

(2)(H)  provide  for  revision  of  such  plan  — 

( i)  from  time  to  time  as  may  be  necessary  to  take  account  of 
revisions  of  such  national  primary  or  secondary  ambient 
air  quality  standard  or  the  availability  of  improved  or  more 
expeditious  methods  of  attaining  such  standard,  and 

(ii)  except  as  provided  in  paragraph  (3)( C),  whenever  the 
Administrator  finds  on  the  basis  of  information  available  to 
the  Administrator  that  the  plan  is  substantially  inadequate 
to  attain  the  national  ambient  air  quality  standard  which  it 
implements  or  to  otherwise  comply  with  any  additional 
requirements  established  under  this  Act; 

Affirmation  letter  dated  September  27,  2004  to  Chief,  Air  Planning  and 
Development  Branch,  U.S.  Environmental  Protection  Agency,  Region  VII 
regarding  the  state  of  Missouri's  responsibilities  related  to  section  110(a) 
of  the  Clean  Air  Act.  This  letter  reaffirms  that  we  have  full  authority  under 
section  1 10(a)  to  implement  the  revised  National  Ambient  Air  Quality 
Standards  and  fulfills  the  requirements  of  110(a)(2)(H). 

(2){I)  in  the  case  of  a  plan  or  plan  revision  for  an  area  designated  as  a 
nonattainment  area,  meet  the  applicable  requirements  of  part  D  ( relating 
to  nonattainment  areas); 

Affirmation  letter  dated  September  27,  2004  to  Chief,  Air  Planning  and 
Development  Branch,  U.S.  Environmental  Protection  Agency,  Region  VII 
regarding  the  state  of  Missouri's  responsibilities  related  to  section  110(a) 
of  the  Clean  Air  Act.  This  letter  reaffirms  that  we  have  full  authority  under 
section  1 10(a)  to  implement  the  revised  National  Ambient  Air  Quality 
Standards  and  fulfills  the  requirements  of  110(a)(2)(I). 

(2)(J)  meet  the  applicable  requirements  of  section  121  (relating  to 
consultation),  section  127  (relating  to  public  notification),  and  part  C 
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(relating  to  prevention  of  significant  deterioration  of  air  quality  and 
visibility  protection); 

The  department's  Air  Pollution  Control  Program's  rulemaking  process 
public  participation  fulfills  the  requirements  of  110(a)(2)(J). 

(2)(K)  provide  for  - 

(i)  the  performance  of  such  air  quality  modeling  as  the 
Administrator  may  prescribe  for  the  purpose  of  predicting 
the  effect  on  ambient  air  quality  of  any  emissions  of  any  air 
pollutant  for  which  the  Administrator  has  established  a 
national  ambient  air  quality  standard,  and 

(ii)  the  submission,  upon  request,  of  data  related  to  such  air 
quality  modeling  to  the  Administrator; 

The  department's  Air  Pollution  Control  Program's  Air  Quality  Analysis 
Section  was  created  and  is  maintained  to  fulfill  the  requirements  of 
110(a)(2)(K). 

(2)(L)  require  the  owner  or  operator  of  each  major  stationary  source  to 
pay  to  the  permitting  authority,  as  a  condition  of  any  permit  required 
under  this  Act,  a  fee  sufficient  to  cover - 

(i)  the  reasonable  costs  of  reviewing  and  acting  upon  any 
application  for  such  a  permit,  and 

( ii)  if  the  owner  or  operator  receives  a  permit  for  such  source, 
the  reasonable  costs  of  implementing  and  enforcing  the 
terms  and  conditions  of  any  such  permit  (not  including  any 
court  costs  or  other  costs  associated  with  any  enforcement 
action), 

until  such  fee  requirement  is  superseded  with  respect  to  such  sources  by 
the  Administrator's  approval  of  a  fee  program  under  title  V; 

The  department's  Air  Pollution  Control  Program's  Permits  Section  and 
rules  10  CSR  10-6.060  Construction  Permits  Required,  10  CSR  10-6.061 

Construction  Permit  Exemptions,  10  CSR  10-6.062  Construction  Permits 
by  Rule  and  10  CSR  10-6.065  Operating  Permits  fulfills  the  requirements 
of  110(a)(2)(L). 

(2)(M)  provide  for  consultation  and  participation  by  local  political 
subdivisions  affected  by  the  plan. 

The  department's  Air  Pollution  Control  Program's  signed  State  and  Local 
Agreements  with  St  Louis  City,  St.  Louis  County,  Kansas  City  and 
Springfield/Greene  as  well  as  participation  with  the  Mid- America 
Regional  Council;  East- West  Gateway  Coordinating  Council;  the  St. 
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Louis  East- West  Gateway  Council  of  Governments  and  rulemaking 
process  public  participation  fulfills  the  requirements  of  1 10(a)(2)(M). 

4.2  Legal  Authority 

The  Missouri  Air  Conservation  Commission  (MACC)  is  granted  legal 
authority  to  develop  and  implement  regulations  regarding  air  pollution 
under  section  643.050  of  the  Revised  Statutes  of  Missouri  (RSMo). 

Under  the  current  SIP  and  Missouri  statutes,  the  state  has  the  necessary 
infrastructure,  resources  and  general  authority  to  address  the  new  8-hour 
ozone  air  quality  and  PM2.5  standards. 

The  specific  powers  and  duties  of  the  state  are  outlined  in  section  643.050, 
RSMo  "Powers  and  Duties  of  the  Commission",  643.055,  RSMo 
"Commission  May  Adopt  Rules  for  Compliance  with  Federal  Law",  and 
643.060,  RSMo  "Powers  and  Duties  of  Director". 

The  MACC  is  the  air  pollution  control  agency  of  the  state  and  has  the 
authority,  pursuant  to  chapter  536,  RSMo  "Administrative  Procedure  and 
Review",  to  promulgate  rules  and  regulations  to  establish  standards  and 
guidelines  to  ensure  that  the  State  of  Missouri  is  in  compliance  with  the 
provisions  of  the  federal  Clean  Air  Act. 

These  statutes  grant  the  MACC  and  the  director  direct  authority  to 
implement  any  federal  standards  through  state  rules  and  procedures.  A 
copy  of  the  Missouri  Air  Conservation  Law  (Appendix  A)  that  pertains  to 
the  powers  and  duties  of  the  commission  and  the  director  are  in  sections 
643.010-643.070,  RSMo.  Missouri's  complete  air  law  is  in  sections 
643.010-643.620,  RSMo. 

4.3  Commitment  to  Revise  Plans 

An  affirmation  letter,  (Appendix  B),  dated  Sept.  27,  2004  to  Chief,  Air 
Planning  and  Development  Branch,  U.S.  Environmental  Protection 
Agency,  Region  VII  regarding  the  state  of  Missouri's  responsibilities 
related  to  section  1 10(a)  of  the  Clean  Air  Act.  This  letter  reaffirms  that 
we  have  full  authority  under  section  1 10(a)  to  implement  the  revised 
National  Ambient  Air  Quality  Standards. 

4.4  Public  Hearing  Notice  and  Certification 

The  Missouri  Department  of  Natural  Resources'  Air  Pollution  Control 
Program  is  required  to  announce  a  public  hearing  at  least  30  days  prior  to 
holding  such  hearing.  This  was  accomplished  by  announcements 
submitted  to  newspapers  at  least  30  days  prior  to  the  public  hearing  which 
occurred  on  December  7,  2006.  The  public  hearing  notice  along  with 
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certification  of  publication  of  the  public  notice  for  this  plan  amendment  is 
in  Appendix  D. 

4.5  Comments,  Responses  and  Explanations  of  Change 

The  department's  Air  Pollution  Control  Program's  responses  to  comments 
received  during  the  open  public  comment  period  on  this  plan  are  in 
Appendix  E.  The  comment  period  was  open  for  seven  (7)  days  after  the 
Public  Hearing  on  December  7,  2006.  The  department's  Air  Pollution 
Control  Program  is  required  to  respond  to  all  comments. 

4.6  Missouri  Air  Conservation  Commission  Adoption  Certification 

The  MACC  adoption  certification  to  demonstrate  approval  by  the 
commission  of  the  state  implementation  plan  amendment  is  in  Appendix 
F. 


Quality  Assurance  Program 

The  department's  Air  Pollution  Control  Program  quality  assures  all  data  in 
accordance  with  40  CFR  58.10  and  the  department's  Air  Pollution  Control 
Program  standard  operating  procedures  for  operating  the  ambient  monitoring 

networks  and  validating  the  data.  The  department's  Air  Pollution  Control 
Program  records  the  data  in  the  U.S.  Environmental  Protection  Agency's  (EPA's) 
Aerometric  Information  Retrieval  System  (AIRS)  database,  which  is  available  to 
the  public. 

5.1      Air  Quality  Analysis  for  2005  Air  Quality  (9/30/05) 

The  following  information  is  for  the  ambient  air  monitors  operated  by  all 

reporting  organizations  including  state,  local,  and  industry  which  is 
updated  to  the  EPA  AIRS  database  for  2005.  The  total  number  of 
exceedances  of  the  NAAQS  to  date  in  2005  are  summarized  below: 

•  Ozone 

All  areas  in  the  state  are  in  compliance  with  the  1-hour  ozone  air  quality 
standard.  St.  Louis  is  classified  as  a  moderate  non- attainment  area  for  the 
8-hour  standard.  There  were  98  exceedances  of  the  8-hour  ozone  air 
quality  standard  in  2005.  Two  sites.  West  Alton  and  Orchard  Farm,  are  in 
violation  for  2003  to  2005. 

•  PM2.5 
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All  Missouri  sites  now  meet  both  the  24-hour  and  annual  standards.  The 
St.  Louis  area  remains  in  violation  for  2002  to  2004  due  to  two  Illinois 
sites,  Granite  City  (16.9  |J.g/m^)  and  East  St.  Louis  (15.4  |j,g/m^),  that  are 
over  the  annual  standard. 

•  Data  Completeness 

Data  completeness  for  Missouri  is  typically  excellent,  averaging 
percentages  in  the  high  90s.  Data  completeness  for  the  first  three  calendar 
quarters  was  97%,  97%,  and  96%.  The  Ladue  PM2.5  monitor  lacked  the 
most  complete  data  at  57%  in  the  second  quarter  and  36%  in  the  third  due 
to  mechanical  problems.  Only  one  other  monitor  has  a  quarter  less  than 
75%,  the  PM2.5  sampler  at  the  University  of  Missouri,  Kansas  City.  This, 
however,  was  attributable  to  operator  error. 

•  Missouri  Air  Quality  Monitor  Data  for  Years  2003, 2004  and  2005 

See  Appendix  H 

5.2      Ozone  and  Particulate  Matter  2.5  Monitoring  Network 

•  Missouri  Air  Quality  Monitors  Locations 

See  Appendix  I 
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APPENDIX  A 


6. 1    Appendix  A      MISSOURI  AIR  CONSERVATION  LAW 

The  Missouri  Air  Conservation  Law  is  available  for  viewing  at; 
http://www.moga.mo.gov/statutes/chapters/chap643.htm 
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APPENDIX  B 


6.2    Appendix  B       Commitment  Letter  to  Revise  Plans 

Affirmation  letter  dated  September  27, 2004  to  Chief,  Air  Planning  and 
Development  Branch,  U.S.  Environmental  Protection  Agency,  Region  VII  regarding 
the  state  of  Missouri's  responsibilities  related  to  section  110(a)  of  the  Clean  Air  Act. 
This  letter  reaffirms  that  we  have  full  authority  under  section  110(a)  to  implement 
the  revised  National  Ambient  Air  Quality  Standards. 
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SEP  2  7  2004 


W«HT  OF  NATURAL  RESOURCES 

nlw^^M>^  /  ^  ^  


Bob  Holdm,  Governor  •  Stephen  M.  Mahfood,  Dirmor 


Mr.  JosbiiaA.Taj)p 

Chief,  Air  Planning  and  Devdopmoit  Brandi 

EPA  Region  VII 
901  North  S'**  Street 
Kansas  City,  KS  66101 

DearMr.Ti^p: 

Tliis  letXa  is  in  respoose  to  your  cortespcmdaice  of  ^dl  29, 2004,  to  Ms.  Leanne  J.  Tippett 
regarding  the  state  of  Missouri's  responsibilities  related  to  section  1 10(a)  of  the  Clean  Air  Act. 
This  letter  reaffirms  that  we  have  full  authority  under  section  1 1 0(a)  to  implanent  the  revised 
National  Ambient  Air  Quality  Standards  (NAAQS). 

Pursuant  to  the  revised  and  new  NAAQS  for  02»ne  and  particulate  matter  (PM),  we  have 
evaluated  the  rules  in  our  curr^  state  io^lemaiitation  plan  (SIP)  to  detomine  if  any  reWsions 
are  necessary. 

-Under  the  current  SIP  and  Missouri  statute,  the  state  has  the  necessary  infrastructure  and  gai^ 
authority  to  address  the  revised  ozone  and  PMio  standards  and  the  new  PM2.5  standard. 
Specifically,  643.050,  RSMo  Powers  and  Duties  of  the  Commission,  643.055,  RSMo 
Commission  May  Adopt  Rules  for  Compliance  vn&i  Fedaal  Law,  and  643.060,  RSMo  Powers 
and  Duties  of  Director  grant  the  Missouri  Air  Conservation  Commission  and  the  Director  of  the 
Department  of  Natural  Resources  direct  authority  to  in^lonoit  any  Udeal  standards  through 
state  rules  and  procedures. 

We  have  evaluated  our  current  SIP  for  section  1 10  ("1 10  SIP")  with  regards  to  the  new 
standards.  The  current  SIP  can  be  amended  to  implement  the  revised  ozone  and  new  PMio  and 
PM2.5  emissions  inventories,  monitoring  n^oiks,  and  modeling.  All  control  measures  und^ 
the  old  PMio  standard  have  been  in^lemoiJed  and  continue  to  be  eaforced  except  rule  10  CSR 
1 0-6330  Restriction  of  Missions  fiY»n  Batdi-Type  Charcoal  Kihis.  This  rule  was  adopted  on 
March  26, 1 998,  and  was  effective  on  July  30, 1998.  The  phasing  in  of  control  of  the  kilns  will 
be6aiali2edin2005. 

Missouri  is  onnmitted  to  revising  the  Mowing  state  rules  for  ozone  and  particulate  matter  by 
the  June  1 5, 2007  dea^ine  as  necessary  so  that  they  reflect  the  revised  ozone  and  pailiculate 

standards.  Missouri 


Department  of 
'  1    ^  ■ 


andexcettence  in  Mwe  do 


Resources 
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Mr.  Joshua  ^Tagpp 
Page  Two 


1.  lOCSR  10-6.010  Ambient  Air  Quality  Standards. 

•  Update  Table  to  reflect  new  revisions  to  the  NAAQS. 

2.  10  CSR  10-6.020  Definitions  and  Common  Referaioe  Tables. 

•  Add  PM2J  definition. 

•  Update  Table  1  to  include  PMz5  and  to  reflect  new  revisions  to  the  NAAQS. 

3.  1 0  CSR  1 0-6.030  Sampling  Methods  for  Air  Pollution  Sources. 

•  Update  6.030(5),  Particulate  Bnisaons,  to  indude  a  better  e^lanation  of  PMu 
monitoriiig. 

4.  10  CSR  104.040  Refomce  Methods. 

•  Up^  6.040(4}  to  include  the  new  PMisstatMlarl 

5.  10  CSR  10-6.060  ConstracticmPamits  Required. 

•  Update  Table  6.060(1 1){A)  to  include  PM2.S. 

•  Update  Table  6.060  ( 1 1)(B)  in  indude  PMis  if  required. 

•  Update  Table  6.060(1 1)(D)  to  include  PMis. 

•  Update  Table  6.060(1 2)  Appendix  H  to  iitdude  d»  new  FMis  standard. 

•  Update  Emissions  Inventory  Questionnaire  to  include  PM2,5. 

•  Update  Form  3.0,  Emission  Fee  Calculation  to  include  PM2.S. 

6.  10  CSR  10-6.065  Operating  Permits, 

•  Update  6.065(1)(D)3.D.  to  include  PM2,s. 

7.  10CSR10-6.i30ControlliQg£missioiisDuriDg£pisod6SofHighAirPo]iution 
Potmtial. 

(Pleasie  note  this  rule  currently  requires  no  change  but  it  will  be  reviewed  for  any 
ne(»ssaiy  c^iaDges  viliai  m>A  iipdates  40  CFR  part  SI,  A{)pa^ 

8.  10  CSR  1 0-2.390  Conformily  to  State  or  Federal  In^lementation  Plans  of 
Transportation  Plans,  Programs,  and  Projects  Developed,  Funded  or  Approved  Under 
Tide  23  U.S.C.  or  the  Federal  Transit  Laws. 

(Please  note  this  rule  will  need  to  be  updated  to  include  PMw  when  the  fedaral 
oonfoimify  rules  are  updated  to  include  PMu.) 

9.  10  CSR  10-5.480  Conformky  to  State  or  Federal  Inqilementation  Plans  of 
Transportation  Plans,  Programs,  and  Projects  Developed,  Funded  or  .^^loved  Under 
TiUe  23  U.S.C.  or  the  Federal  Transit  Laws 

^  .{Please  note  this  rule  will  need  to  be  updated  to  include  PMjj  when  the  federal 
.  ''confiirmify  rules  are  updated  to  include  PM2J.) 
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Mr.  Joshua  A.  Tapp 
Page  Three 


Thank  you  for  your  assistance  and  guidance  concerning  the  1 10  SIP  requiremetrts.  If  you  have 

any  questions  or  comments,  you  can  contact  me  with  the  Air  Pollution  Control  Program  at 
P.O.  Box  176,  Jefferson  City,  MO  65102  or  by  phone  at  (573)  751-4817. 

Sincerely; 

AIR  POLLUTION  CONTROL  PROGRAM 


Leanne  Tippett  Mosby 
Director 

LTMipas 

c:       Stephen  M^ood,  Director's  Office 

James  D.  Werner,  Air  and  Land  Protection  Division 
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APPENDIX  C 

6.3    Appendix  C      Effective  State  Rules  and  Forms 

The  Missouri  air  pollution  control  rules  are  available  for  viewing  at; 
http://www.sos.mo.gOv/adrules/csr/current/10csr/10csr.asp#10-10 
The  Missouri  air  pollution  control  forms  are  available  for  viewing  at; 
http://intranet.dnr.state.mo.us/forms/forms.htm 
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APPENDIX  D 

6.4    Appendix  D      November  2006  Public  Hearing  Notice 
and  Certification  of  Publication  of  the  Notice 
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AFFIDAVIT  OF  PUBLICATION 


RECEIVED 


THE  KANSAS  CITY  STAR  COMPANY,  publishers  of 
THE  KANSAS  CITY  STAR,  a  newspaper  published  in 
the  City  of  Kansas  City,  County  of  Jackson,  State  of 
Missouri,  confirms  that  the  notice  and/or  advertisement  of 

MO  DEPT  OF  NATURAL  RESOURCES 
AIR  POLLUTION  CONTROL  PRO 
POB  176 

JEFFERSON  CITY  MO  65102 

24307683 

7510572 

3  true  copy  of  which  is  hereto  attached. 

was  duly  published  in  the  above  said  newspaper 

FOR  THE  PERIOD  OF:  1  Day  (S) 

COMMENCING;    November  5,2006 

ENDING:  November  5,2006 

STAR  EDITION  (S):  11/5 

STAR  PAPER  (S):  'j-^ 

VOLUME:  #127 


Subscribed  and  sworn  to  before  me, 
this  Monday,  06  November,  2006  , 
I  certify  that  I  was  duly  qualified 
as  a  Notary  Public  for  the  State  of 
Missouri,  commissioned  in  Jackson 
County,  Missouri,  My  commission 
expires  September  10,  2010. 


Laura  S.  Keeling,  Notary 


lAm  S.  KEEUNG 
NcEary  Cuslic  -  NQtafy  Seal 
State  o'V'ssoun" 
C&TT  ssjieS  fct  Sickm  CourKy 
My  CoTiTiSi  3f  tininr.  iepsnte'  10  ?O10 


WISSDURi  AIR  COHSERWATION  CIJMMIMION 
WILL  HOLD  PUBLIC  HFUftlNG 


JEFFFRSON  CITY,  MO  ■  If-f  Mi'swuri  Ait  Cons6fv;ri(iii 
CtjIlvliiiS' ^^1^1  flfil^a  *  PJJEtIk:  tt<^drntji  on  Cno^lriirlion 
PBiit:!'.  Rv  «L  »:  Cltati  Air  InUlila?*  KuU  Ajinuai. 
'rcnnl.  r.-ic  [su-f^r  6loiiii*i-  i:53!5  Tradina  rronj-jtils,- 

cf  NilrtxjTO  Ccnt'ol  ill  nan  f misr.icr-.  F  .■  i-  t^Mit::" 
GvnL-ratinjj  Ursits  and  Won-Effclfc  Gec-i  riiii--  l-;f-  -  ■: 
Cisntf^l  nf  fS^^ur<i  bTt'*-*i^jtlu  fronn  t^-^n--:  1  «T""  ti-i 
Ulli:^    :,r)^  c*  ^'i.^iL'^M  r.nr  :ri[iK-rii^rT.\t|.:,- 

iii^i'     -J  Li'fLii.ii  ■■  |,.-ri.-ir.T   inbitrt  jJ  ' 

QwlJtV         J.-Ji.  •:■  T1-    -ii,!;-.  "vi-ncur  i.  lKf-^  t 
fuWic  Ho..---  'IS  .^"11  (:ijin  iT     n  in.  jl.  Mi;  C"!'  5'. 
Crmfncirte  Center  l?1n  fisnt  £lm  Stifcct,  L;//?'  l?v?i. 
RO^r^ng  RnJff  ■rcfttprpnip  Rsaiiv.  J^ffersct*  City,  MU.  I^iu 
caminissianwi]!  Ktjt  tL'SUiTi(i(i>  relawd  tc  iiw  'olloninj 

"  IP  CSR  lo-t.au  ConstructioB  Pcrfnits  S|f  Rule 

Ttili  piapas^d  anwnitniiint  a^'OSi^  Uie  U.S.  Eivlrcn- 
rrentil  Rr^tedlin  Aomty'i  iEPA's)  twcffris  that  thu 
fUt?  a"!  W-ltten  dcwVl'!  OfO^lM  a  cisar  pre  canst' jjtllan 
revicv^i  p^'--iQB  arr.J  tnei^^tne.  hrt't  .'pprovcat*!?  inlc  Ifie 
Stit.^  I~iul-  "CI  I  J"'  1 1  PUm  Irinaiiaec  Is  bein^be  aiJt^ 


:t.-  I -111 

J'.lli;  [L 


M  CSli  lW.36iCjcBM  Atf  Intffstat*  Rulp  Annual  NO* 


Ttie  y.S 
Cleaffi 


Efj  Aiccrr»ept.Tl  frotcctifin  AauiK/'s  <EPA3 
tatwitati  Rule  rccrjitcil.st«^  to  Sifvabp 


i«aulatlp'»ii  tn  reOvcv  >JOk  (.hpi-s-^iwI  '^^'fri  fllprtrfc 
aeowatino  ufiitt  te-sinnino  in  2007  Ttil?  propjMd  rylc 
wi  I  Mccmpliiti  thit  4oal  ty  (r^iuomj  Miiioiiri  £ 
affACtfMl  lOurCt^  Ir  tll^  regicvrial  tradliyj  prc^dfp  4!b-t^b' 
llslKd  liy  EPA 

*     10  csn  ie-4.3t4  Cltm  Aii  ifii*fSt*to"Rul»  SmmmI 
MOx  TrsifDS  Crogrjip 

Thtf  U.S.  En*onrnEfltsi  pratKiiun  Ajjefiy's  (EPft! 
Clean  Aii  Interstata  Kuic  rrauied  itjre5  (0  dtvplw 


re9Ui«CEons  to  irdilce  NOj  Eiivs-vi  .11  KCTi  electric 

 rstlim  urrts  beginnimi  In  7C** 

aceomplish  that  a'-al  ^ >•   i. 

_  _jtedso(it<e^  in  tT>p  r«Qinniil  trj.iin!)  t^ayrjiTi  es'taD 
»ie<l  tv  EPA 


— I   -  ■    nclLdnr;  ViiSL^ri's 


'lOlUK  iC-6.  U6  Oein  Air  kiterttaite  Rtll«  S02  Trading 

Pro^giam 

Ttw  U.S  En'/lfonrwnlal  Protctli^in  Agewys  CEPA) 
- "  ■    stJWS  M  <te»iqc 


Cle^  Air  Intor state  Rule  rcqjtfetf 

regulations  In  ludjce  soz  emsiio^v 


agnsr.iting  uniti  bsgidnms  In  ?tilo,  rhis  piocgicd  rale 
ivi  I  dLLCdPi^ll^l  thi^t  9Qat  bv  including  ni'^&odn  ? 
s^Kt^  5^^.it<*s  In  the  regiGoaJ  tr^dir^  trrc^am  tat>- 
nihifd  b<f  tPA 

*'   iCt  CSR  IC-feSSO  Einlislop  llmttstians  «id  Einiis^ions 
Tiddiai  ot  ^xiffa:^  of  r4:trp^ufi 

Tills  p'0p«e.3  amcndiicnt  remove  tha  rtqurc- 

mcjus  ot^ tills  rule  WKm  tl-*  imolmimtatloa  «f  nrnpoied 
fu»  10  CSR  ltl-*.J«:  Tti*  rMiuiwnentt  of  111  CSR 
10  6J61  art  nofe  strinsSTit  man  thn  rule. 

*■  10  CSR  10«,J6it<colrol  af  NO*  EmissklK  Frijm  Eloc- 
■  (iK  Oefwatlf^  Uniti  ar-d  Non-ElcLtrif  0«ieriiti.is  i-jil- 


.  prn»»d  smemlmfflt  wcuid  ra-ntw  tht  r«<)ulie- 
nunts  of  this  tt)r«  npnr  ttin  linplinwiiULIPn  of  [rososed 


ThJs 


rule  TO'CSR  Il>n  rrqiilrcmcnls  of  ID'tSH  IS 

6M2  are  mare  <itrin^at  than  IN£  lUH, 

'     M  c  SR       3  K  Conti  w  I  or      ;  P'  y  Emissinrvs  Ffoni 
Ci«trpi  ^mtMm^  Units 

The  US  EPYlronmsntai  Protoctinr  Aaeocv's  (EPfll 
Otan  Mercurr  Irtf^rtatc  Ruin  ti>(j^lreil  stalls  to  d;vPlo; 
(egK*»lcos  ta  rffdutc  i-ncKur)!  emission's  Tom  «lcciiic 
n;n«ratirq  unili  'jEUliviin?  ">.i  301C  Tli.-.  propnjtc  rult 
Hill  aciofnpliih  Uiat  soa<  {>>  Ipcliidnn  r.tescLfi  i  df- 
fccted  SQiUftt^-  if  ttt*  rv^qional  trading  proaraii'  tst^n- 
lislKdbyEPA 

"  Miisouii  Slate  ln;0err*ntatier>  flan  -  State  of 

Mi5scurt  Plan  fisi  inpieirsfiratlcn.  Mslnl-jnariie  and 
tafniuitwit  af  Mstl^inl  Ain^iiant  An  Ctaality  5L*iiddra5 

iliif  Bi.'i>ov>  of  tliii  oaiumcnt  h  la  Fulfill  tf*  rl■^\l\te■ 
aiw-t  at  Smrllcn  110  of  ;he  F^lwsl  flfae  fti-  Stt 
Aracndinaiili  (CA4A1  ol  15TO  5«H£)n  IJO  sf  thi;  CSAA 
rei^ircTi  that  each  st^tfl  Si.tbnilt  to  Itit  Adsruniit'^tOf  ct 
tJie  1J.5.  E1V"^'■^^s■^^■a'  [=-.5t.^frii:[-  A,--dL^  fF^Aii  a  ^'an 
I  fo'  II"-  i  t  j.'i'i  ;.Ti^.i*iui'    ;t-'i'.»;  diJLf  id'"  .'I'l:  "Cf  n?rT 
;  of  th''  Pvi1:^rcl  iTl]  :'i'.  i\lr  O.i.''  h'  f.^  iilarci;  i  c"..;-.- 
I  Al?  ^'jal.ty  rciiiori  lvI'l.iIi:  tl '.-  s*at^.  Ihk^  pljn  o; 
ist-atBs  tfh.-  contini-td  ittantwit  nf  Ihc  pi,iiiii>  afid 
wccndaf!)  slantlotds  tor  B  rnror  arono  jnd  fof  PM2.5 

TlV&J&OVe  ftffurriirEr.  /."P  I:-:  ^-.^-IdE:  'i:-.  r."v,..-^w  a^  t^:: 
fojlcwin?  'jijllcr;  V  M--.jrl  .■  ti'  .-■r  c-  'Ja:i.-il  .ic- 
uurccs,  Air  l-o.lLti'.-r  Ci rl  nl  I'  -  J'ar-.  L  v  3'.'  ■■■!. 
Jrfforioa  Cillf,  fr,75i  7S  ■If.:/.  fiTiar;  L  If  flym  ril  nr- 
fltc  500  NE  Collw^  IJC^rt.  LPS  s  S'jpiiflll  6^2- 


i  Kcaicndi 
2C<Hi  W.  VitwdUnd. 


jLtnwcst  Rwonai  or!i<«. 


itlcs  rfquliinil  ijjeclat  sa-mcn  cr  ac- 
at'.cltl  ttli  ire^llnp  car  maki: 


Pwscns  wim  (jisntii 

comm^dston?  te  i         —    — 

r«-pqsir>onl-.  sy  caiimv  ije£4'trr*nt  rtirnctly  at  (5?3) 
7S1'-/B4(J,  ths  (>«)i.it.ni»n''5  fell  '"^  nurrhcr  ot  (BCJ) 
3^-i^46.  or  Ek  ^^ritlnt  tivn  ATCks  ir  advarvl*  ftf  thw 
meatina  to:  Visixirl  t5*(iar»mBHt  of  tialwsl  R«/5iirroj. 
Air  Conser^^ticri  fommis^icn  Sjiii-larj'.  P.O  &0Jf  I?*, 
Jeffet ioh  Cit^,  MC)  6S1C12.  HtA^ifia  Inroalied  afFsnn<i  may 
tcMsrt  tt>;  prooTJir  ttBuuafi  Rela>'  Wissouri,  laiKi)  7J5- 

Ttw  csmmuMon  (voids jujIj lie  hMftnsii  under  tr«  pfOKl-' 
iioa!  of  chapter  Ml,  ssnto.  CliirariE  within^  ts  sp?»k  at 
the  putilit  fi'arira  shojli  notify  tiie  se«slarv  tn  tPe 
r/iissoufi  fltf  Cort'w- ralico  Cotvimsjion,  Mlsiaun  Dc- 
plttrrient  at  NatBr,sl  Re50Lf<e3,  Air  Pollutloii  Cijilrut 
fenrain,  i'M.  8o>.  174.  j5ft'=«"V3-p  Cly.  Miiacun 
Olrt,  cc  telepl-one  (577>  7;i-/lMl:.  flic  di;pa!tm*rt  r< 


a^e^ti  pef^cfis  iiitppd«a''?  to  aivc  'rf^rUat  **&^atatinr5 
disc  praoM^-  a  ttrlnun  ccp>  w  tl-'?ir  tHtin>:ov  ;o  tha 
con-rronloTi  iptrptarj  at  tlit  tiffr!  of  the  ptlilic  hcacmj. 


Tne  dspariTcnt  also  mill  *:cfiit  wrirtun  ton'rnerni  fw 
ttvs  record  until  5  P.m  on  Bpcsirliir  14.  iaW;  ulirfiS* 
SCI^Il  two  tCOivS  of  w^rittwn  comirK^nta  to  ChieF,  O^wa- 
Usns  Settion,  Air  I'ollttlon  Control  PKf9  an\  P.O,  Son 
1?6,  Jeffw-iein  City.  MO  45102-017* 


ir 


icosah  teosiMfed  ^t  this  hoanni  ma)/  be 
ino  iy  the  Mlssoin  Air  tensoivaliai  CammBSIcn 
ifmi^  ftfi  untfer  auttiarity  nf  O'tf^Pi^'JlSAto.  F.ar 


Ad  ID: 


12275 
53SSSC8 


AFFlDAVrr  OF  PUBUCATEON  RECEIVED 
St  JoM{)li  Nfcws-Pness,  825  Edmond  St,  Sl  Josepli^  MOMSOl 


DESC  ileariiic  12/07/06 


CHERJ  OECHTEL 

MO  DEPT  NATURAL  RESOURCES 

AIR  POtLimON  CONTROL  VBOGRAM 

RO.BOX17* 
JEFFERSON  C£CY,  MO  eSLCOCm 

County  of  Buchanan 
Stale  of  hVssourr 

I,  Leona  Qilenwater,  bein^  duly  sworn 
according  to  law,  stata  that  I  am  tha 
Legal  Advertising  Coordinator  of  the  St. 

LJoseph  News- Press,  a  daily  newspaper 
of  general  circulation  in  the  county  of 
Buchanan,  where  located;  which  has 
been  admitted  to  the  Post  Office  as  S60- 
end  class  fnatfcar  In  the  dty  of  St 
Joseph,  the  city  of  publication;  where 
newspaper  has  been  published  regularly 
and  consecutively  for  a  period  of  three 
years  and  has  a  list  of  bona  fide 
subscribers  voluntarily  engaged  to  pay  a 
stated  price  for  a  eilbecrlptlon  lor  a 
definrtB  period  of  time,  and  that  such 
newspaper  has  complied  witti  the 
provisions  of  Section  493,050  Revised 
Statutes  of  Missouri,  1949.  The  affixed 
notice  appeared  m  said  newspaper  on 
the  tbilowi'ng  date: 


Run  Dates: 
AppMiances: 

TOTAL  COST: 
FILED  ON 


IIASAM  Id 
1 

m 

t710U64 
11/07/0* 


11/00/06 


(Signed)  ^f^m. 


me  this 


ribed  arKi  aw)rn  before 

ofUMinkl20Ii^ 


Notary  Public 


JIffflifiSON  OTlf,  rtO  -  llii'«iwiiin'-J*iP<Ciiit™  Mfti  e^J^SSS?^ 

ikjcHwi  ^rtnih  6y  Rj*r  CWm  «r  lj*ftM*i  ^*  AlPwefl,  Spwunf.  raid  SJw  DKRHt  PO^^|™B 

Projrtms.  FrtMiW  linihiiDri:  mj  EmIiilliOS  Tr<jJini5 -rif  Qm^Jcs  N  "-.T;.-  ;  (••■■•i!ta\  of  M(>  OnU SMt 
Fiuiii  r-m-lrc  G^iwvimg  Liritand  hinr£*.1rk  Gcnrratirg  Bailt-;.  :  i  •  ■  Wr.'csy  En^^iMlfmn 
ilndrrc  Gfwn^  Ur*v;\ind  .Shin  eF  MiuAjri  Ficn  far  l-i;'=irv  -lii^i  ■  -.□rcc  and  Et^fntlll 
^VxAxiA  Pmlami\  Air  ^ilily  Sksiuliifdi  on  IhiVufav,  — .  a  ■  .■  .C:::-.  i-i'  f-ih'  n  Peof'mawill 
biQiKdf  lUn,  a  ih"  Elm  ilra^ Ccflli™™  C»fh",  :  ^fi.  f:,,  ■  .-,  ■  ■■:|r-.'.--,  ...v,-.  Bwiri^B  Bfrar 

CsnfiniVH  Audit  Mnnn  (%,  MO:       bomniiKim  will  h-iii  »iiini(iiV|(  rubhid  B  rtic  Jobf^  W 


l^U  pmfxHod  'UBiiiininl 


SL  Qrt|nM4i'4li-^l 


 ,  vmMh  pvicd, 

P]  ^^la  J»«  pi»«e«liwlrieh|i«niin. 

■  Ttti LIS,  bi»rrm'm«jd  ^Ol«t1i«  Ajw^pBSi]  1d« Afa'MnMtRl^Hvlnl 

Till;  U A  &wS«lini(*ol  Pfolwfiiin  Ageiit>;i  Wdion  J*  Wml^  ftdt^nMr*^ 
iMB)at(ji  Jip  iiaitoigni  ta<BII>jl»  NQy  BnfiHQns  tram  clnfrje  j^wUmnB^ 
bMiivJu  ai  303(9.  HKl  pU^niAll  rJt  ud  accinijilisli  rhjt  god  b  mlu^i^BO 


-Iti'UjS,  feltimiirninliil  ftfllKllep.Ag9iK/!-CEhM  Ciean  Air  lnHarsm  Rule  iDquirrjil 

Ivwitilngln  Ml^  Tlifi  papoiid  puln-*ill  acclKiiflllli  ill  J  Poal  by  incVjdinff  "^isicurl'i 
i^chd  KHjf^  if  il"  nguiu^  muling  pfcgroftt  ttlcMiliad  b<jr  ^A. 

10  CJfi  lO-S.SSa  BniiiiDii  Umihl*Bf.i  m4  imsasia.  Imliria  u(  Owiei  af  WiriDgtn 

~  [Tc  mijn; 


'  ifl  CW  30^360  Control  NOk  Fmtu bte^Mv  ftiAfc- Ow*t*^*^  Mn i  1^  qn'J  Non- 
Oi^i;  <3ptot]  I  i  n  g     Ifl' I 


m  iiB(*.)?Tiiig**f™  inii  !««.■. 

■  ift^M  10  ipi*pf*Jlltliare  b  rtiict 

in'r^  In^iH  nglent  ftodbiq  pK^gpaB 


0trt«A£tAm«vd3)irTh  (OWhM  L*W  Sodi&n  ilO  ;fti|-tO«iM'9qiftK*Hr 
■    *iiJi*rt«l*bmift"lfjiyVdmirlihlAL'lrfl)ictJ.S.  Ervi.ircr^-.TjI'r-SitfKHo^ 
■"  □  ptmkirili«"iplpiraill*m(1IMinl»^^  ■ 

^ir  a«lir/  St^^nfaj^       aFr  s^wiHif        "Itta  H#  M^*! 

Ids  t«vtiiiMid  dl*i«fnr  flf  l6  pnr^T  arf  tenidnr.illHiiUili  Iw  aAhwoBMfvct 

IbrPHI.S.         ■     "  ./.  ■' 

Ih,  alxn*  dcojiMMi  -Jiill  ire  ir^ilsble  fw  af  ri;t  falt^noftwfoiie'.  ttlftiiidDipertiHiiif  ¥^ 
Mdml  lijtiMi™,*i  hiU^:Cjiii*iJ  ftiMnm,  IdW  Elm  Sri<t  iSiaeiK<3^  f573t  75l-«l7; 

Fef  smi  vsilh  [*Mhfi'ri^.r™iPiiWl  ipiaiid  iorVitii  or  acaiinti!»J*»m.fc  <*rtJ  l(*t  rnij*nii  on 

riinqcnHfra  culling  fju  JapirltiirHir  diirdlj  or  Ci^S)  7JI  -7B«,  tfagiiiUfafl  Wlli^ jnjMf  H 
iCflOl  ;j34-d*+6,  er  ty  ™ta  in  3dw«e»  of  #i«  r*«>^  Tl!;'!?™ 


hcti'p'jblii:  ktirinsi  und 


vi;  ,:u  LwM'tvoiJriAir  Lrj;M™f«iiiC.:fTCii:siiar,Jwi' 

.  .-.  11  ^  ■  _  .— _  _.  I   Tir:  TL^^  1  T-t-    l_U  J  .1..  hJ_'- 


i^tatAHiHjtbclmrrKi  iii.iH  notiS  +iL'  i'.'-:.rl;i  j     iie ,vnfloijrij>ir  LDir™nniiiuii-_.,iiMi:iiii«  ..-•^ 


EorriHiwDicrmrri^j  yiij-iKi  nours  til-  iv 

Kuii  bnp*i«(M  if  WftHjtul  EMOurtHv  A'f  fiflro-,-.  

»im  m  0W31  ?*,  flr  iaifl»<iK(P3|  741  -^jlfJj-Jl*"  * 
^Ik:I  pi'*14nuAana-  An  cMuquiO  wtIIMi 

pKomtir  14,  2flOa;  pW«  (x^fBKaTw^lltnm 


^»c3Jiflii!!iiin  SSj*VJ|V  *  "'re 
Hr  Hi*  fitWf'U^  S  p Jij.  cii 


Ruki  FTi(S>i<slt  tvxibiifcred  ol  Hiil  hMfblo  pw  (jupfcpfcj  li^  At  HlHrl  *fr  CmiwiSloi)  CSnnWofi 
OiesSiiiisJIa-iiiifiSrsxjltwnlj-afi^ljOW.RSMdi.  W  fflon  hb™**  i^*  «<«f*^  ™^ 
di;»iiJiSi^  rulaitrtiligfircH^rDd  S-  ridc^l--)'.;  (sjulKf  if*  MiiMuri  [>;r:i-  I .  '  l  !'''J  al  litK'.-crs' 

Jiw  Lx       ^  ■  ^■■■■■j  }----''A\7 


AFFIDAVIT  OF  PUBLICATION  ^^^^ 

—  IN  THE—  2ra  NOV  13  PH  2: 1 1 


IT'*   ■■  ■ 


SILDUS  POST-fflSWTCH  cimimcm 


ST.  L0U13,  MSSOURI  €3101 


The  attached  ady/ertisement  '     *  /i  /) 


vms  published  as  follows: 


In  the  St.  Louis  Poat-Di&palch 

'  (datis}  ~ 


M;i^VEMt;bfj  4,' ZOO'S  ■ 


jMifYKiffiian:  tiD  -~-  riinmi  iir  "iii>ii«^"'h^Yipji 

iiill^liiU  ±tiJ>lll  hteiiit  ik  bmbikliu  hf ulttll^^lt^^ 
Mi^h       AAiid(..SsaHil.  lid  ^Xbr  DiiiW  ~' 
Fiii^uB;  Ziii^dD  mi  Emwiw 


'r'^^'nnirtiii  Hill  ip        — — — 


Sworn  lo  and  subscrltoed  before  mei 
This, 


Motwy  Piibic,  City  of  St.  LciilB 
My  term  sKplrea, 


Affidavit  I 


PATRSCIACARUSLE 

Notaiy  Public  -  Hoti^  ^5^:^' 
(H  Wasaifl  -  'J  Dun^  of  St  Ln^ 
ttrCttimiSHOit  Ei-^'iitt  Jun.  Eti,  ^.D09 


.=.-.,.1  £nB-irW6  uiid  up,ua,(  ui  Im  Htj  jrtfiuat  rite  wit 
rrvrfr™!,  „1  l(  KR  1«  w:  «  ^^'J,;  ^ 

PMB)  <H  nil  iffljnp^iu  itu[  MuKinV  wrind 

!oiMiilll«npM,(inrfi^,niijM(d,fclliH|||,fR(, 


.tsiliiM  Air  Suulifili 
>^*i^^  TjT''  ""T'"  ""^  ^^iOi.,, 

!■  n  (S  '.)J  J?  r  7t»0.  iSt  iktortnair,  -nil  ^  „^  j,  pxr,  J  J44<M<i 
Wfcffl  Orx  MO  tim  Unraj  »^  ^.y^  ^  ■ 

^toioJ  Wb.  *„  Ciaud  rrtfrw.  PD  Bam 

d-jortMi.        fBBp  BtKdni  iBj*,^!  p™,ui,[n.  li. 
It ^fr"^  ft.  .,11  WTp;  .n.M  f„ 

m\a  Mite  ffflmlBi  fw  f*,|™.  tuiud  li.  M™«n 


"SSOURI  Am  CONSEHVATIOM  CCMMISSON 

WILL  tOLO  PUBV'C  HEAflltjQ 
JEFFERSON  Cliy  ilO  -  Trie  lAis?oiri  Ai'  Cor.aei 
vBtion  ComnfsriiG-i       hold  a  n.Wc  ricci 
CM^«t^^:^Hw  Paiml'.  Clean  Air  Inf^J^""; 

Rule  sfimir.1,  EcascmSl.  itr-j  Sulfjr  CMoairfe 
Ttadnq  Pioflremf.  Emli5ion  Lirnltano-if.  anil  Efpu- 

3  ,d  EnlorCBHTCr,  ot  Natoo;.!  '^"''''^ 
S  and-jrdj  m  Thuirfaif.  Dewmber  7.  ?0M„Th3 

Ldvol  Ruaiing  Biv«!r  Con!!i»en(»  Room,  Jetie'!^ 
C<Ty.  MO  The  cjofrmiisiOfi  w"  hsar  lasttmomy  relat- 
ed to  sne  lcJ(TOiM)  m«  aciiens- 

10  CSR  ice  062  Corwifudlom  PemflE  By  RJe 
This  DFOoasisd  arneritlmsfti  addi  eiaHs  iiw  U  S-  Cn- 
vlronmenial  Preleclion  Aeency's  (EPA's)  «,..c«fT«i 
that  »>•  (Vie  written  cocsnl  prwioo  a  deaf  p«r- 
0W«lni«K«  review  per,<.-<l  ar>3  '^^'«">'<y,.''"^, 
HciiMabh  into  the  Slaifl  lm(*«"n»i;Btton  flan  Ljf>- 
njas*  it  twins  i**"" "'^  Ospart™*"*  f™' 

ssvSn  (71  iSaya  to  do  a  pro-eons trucfico  pennii  'a- 

■l  OCSfl  10-6  362  Clean  Alt  inlcrataie  Hulo  Annual 
NOn  Trading  Pieora-Ti 

The  U  S  E.nironm«nt»i  Ptct«.rton  Aeeocys  (EPA) 
Clean  Al^  interalsto  Rulo  "oi»jirKl  «tst«  toda'/o  np 

^jl-  rtlll  n5Mtip1«Jhlfiat  gpi>i  by  inclLdlns  Missouri  = 
aKectKl  sources  In  lt»  .aglono*  IrtSng  O'^'-jm  ei- 
lablisheStv  EPA 

•10  CSP  10  G.3M  Onar  All  IntBistate  Pule  S*a- 
jonsl  NOW  Tfadirg  Pfognim 
The*  U  S  EmirownBTiial  Proteeiion  A9srKy*s  (EPA) 
Clean  A.f  Intgcsiala  RU«  rt<^m*^  »ma&  » 

□Jfii^wllriS  imSia  betjonlng  In  2003-  ThU  praf**^ 
^14  will  accon-plish  ttkat  qmI  by  m<Aicf*ig  Mtss^n^ 
arteciad  Murttit  in  thu  legloral  t/adinq  pro-am  es- 
tfltluvhod  l>y  EPA 

*<0  CSR  10-6.366  Clean  Ati  interstate  nuIeS02 
Tradirig  Pioarsn' 

ThB  li  S  Envwoomontst  Proiortion  Agi^qCS  (EPA) 
aeari  Air  (wcratate  Rule  rw'i'od  !o  ^ve^MJ 
,e(,jl»t«iK  to  todJW.  S02  emlsilfins  tr<™  e^edclc 
™?,«,atirg  uoiti  Crginrtu;  In  2010  ThiK  pjopOSflri 
STlB  will  aoj^mpi^i  ItiBtgoal  Of  Irejlwling  Mssoun  s 
.^llee:eIl  wmces  In  iba  r^s^-ond  trading  program  bs- 
taWishwJ  by  EPA. 

•10  CSR  10-6  350  Emlislor  Lifi-ltillons  and  Erjiis- 
slons  Tisdlrg  c*  OBd«  at  Hftrr^n 
This  Dn>tif.i*<3  anwrMtinent  K'OLild  removt-  ths  «- 
ouireffei^s  ol  t!u3  nilc  upon  mc  crn^teTicrKatiiin  01 
p,op^E«l  rule  10  CSR  IC-6.36Z  ihs  r^qiiran-cnts 
ai  10  (JSR  ift-S.36£  are  raoro  sinrigent  than  tWs 
■ul». 

•10  CSR  10-6  300  Coninjl  ot  NO*  Eifllsaiorra  Irom 
Ele^rn:  QeflataHog  Units  and  Ntd-ElceirK  aanaiat- 
iny  Bote-s- 

thls  orooeaod  a-ner>dmont  would  mmove  the  Te- 
oiiranicnte  of  ihh:  rut*  upon  ttio  implprni^ntation  ol 
dfopos«d  futo  10  CSR  10*  Mi?  Tho  r«iuirBT*nli 
o«  10  CSR  10  6.3SZ  ara  more  einngsnt  ;tmn  this 
rule. 

•lOCSR  tO«.3M  Control  ot  Wercury  EraiSJions 
twm  Elo=1ilcG«ni«atli>ii  Ui*. 
Ttie  U  S.  ErKlronmoniat  Prota-a  I  on  Agony's  (EPA) 
Claan  t^ercury  IntHrstaio  RjIo  required  sikios  to  d«- 
MBlop  fraulaticnt  lo  reCuce  rrcrr.ury  eimisaoni  tion 
atoclticaeiwralina  units  tiaginnlrvg  in  ZOIO  th"* 
ufoppsrrd  rue  will  acecfr.pUsh  Hit  tfoai  by  mdudoo 
MiMMjtl's  attectad  sources  in  the  rtiylonat  trMiny 
p  ogram  eswbisind  t^'  tPA. 
■Vli%siun  Sialo  liitplcmenlatiofi  P'on  -  State  ot  l*t- 
sotsn  Ptan  tor  irnjlBnientation,  Maint&fianco  arxt  En- 
t?ircOTiBOl  t>t  National  Arnblent  Air  Quality  Sian- 
(terds. 

1>ie  Eurowc  9l  :Ns  i*sajmert  tetotutlill  ttvt;  miit»- 
rTxjnii  of  Saralcn  1  '0  nt  fie  Federal  Clear  Air  Act 
Af,^r.dme.ryis  (CAAAl  of  IW  Sechon  1 1 0  ot  Ihc 
CAAA  lequ.fivs  (hat  enah  stale  ^bmit  to  Sie  Admm- 
Isiratdi  01  n-e  U  S  CmHOnm«Uai  PtoHK^iiif  AQsncsr 
(EPAl  9  plan  lur  ftw  «npleitien!at>=n.  mainterance 
ana  eitur cement  o(  -tie  lien al  vntiem  Air  Quality 
Stjridirds  In  euer/  air  quaiTy  tcKjco  witnin  iho  rtate 
ThlB  plan  dsmcrislislBS  the  eunllniKd  allajnnicnl  ol 
the  primary  and  sflcouilary  aiandstds  for  B-houf 
ozono  and  tor  PWS  S. 

The  atoove  docuinenls  ^  t!«  a«ailaMe  fof  rcviww  at 
the  lotlowwa  tocatlons:  Missouri  DBparlment  ot 
Naujral  Reaourcos,  Air  Pollution  Coniiol  PrografJ 
1659  Elm  Slrret.  J««er»aji  City.  (57^!)  751-4617-. 
KniiiJS  City  Reqian»l  OlSo*.  500  NE  Cofcam  RoaA 
Lee-!  SurJna.  fate)  <a2-7000  Noilheaat  Rw^onol 
Office  1 70B  Prospect  Oiive,  Mncon.  ifj6C)  ass 
2129  EouWieaSI  Reobnoi  Offcs.  2150  H  WBjtwtiod 
B<itile--ard.  Po^i'  Blutf.  (573)  640-9750;  3(  Lr^uki 
Reolonal  Office.  75 15  S  Lmgbeta  Suite  210,  «l 
Uuta  1314)  416-29m,  Southwest  ftej^m  a  I  Ct1i<;e, 
20*0  w  Wwdiand.  SprniJtiHd,  (41 7  j  g3i-430U 
PereOTK  witfi  di^-abiiliies  requiring  apacial  »r.'lc^ 
CPT  aoco(rnio;liiiloi\i  to  .iiicrdtha  nxKiing  can  make 
arrangrs-nefirs  m  talliog  ihs  depaitmoM  directly  at 
(t7rs)  751  -7840,  the  ocpartr'iertEi  loll  f'oa  mrnSef  ait 
BOD)  sa^-ewa.  or  tri'  wrsiiiy  two  \ie«ki  in  aOvaivx 
a!  I  be  rriictina  10:  Mistaourt  Ucparinieni  of  rjatuiai 
Rfisources.  Air  Conservation  Corpn^.iail-Jn  oocro- 
1..,™  P  O  Box  176  Jer*TSor  City,  l/ra  TO>02.  He«- 
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AIR   ■  ■  ■  ■ ; . 
COiiTROL'pGH' 


November  7.  2006 


PROOF  OF  PUBLICATION 

STATE  OF  MISSOURI 
County  of  Greene 

I.  Marsha  Buinett  of  Sprltigfield,  Missotirl,  of  lawful  arge,  do  upon 
my  oath  stale  thai  I  am  the  Legal  Clefk  of  the  Mews-Leader,  and  that  I  am 
duly  autnonzed  to  and  do  make  this  afTidavit  for  and  on  behalf  of  the  News- 
Leader,  a  newspaper  pttbSished  daily  in  lh«  City  of  Springfield,  Gre«na 
County,  Mssouri;  thai  the  public  advertisement,  notii»  or  order  of 
publication,  a  true  copy  of  which  is  hereto  attached,  was  published  in  said 
newspaper  1  time(s)  upon  the  following  dates: 


Ffst  publication  on  Sunday,  November  5, 2006 
Second  publication  on 
Thifti  publication  on 
Fourth  pufalic^lkin  on 
Last  publication  on 

1  do  fufther  stale  under  oath  thai  said  newspaper  has  been 
adrttifted  to  the  Post  OFTce  as  second  class  matter:  that  il  is  a  newspaper  of 
general  cifculal»on  m  the  City  of  Springfield,  Missouri:  that  il  has  been 
published  regularly  and  consecutivefy  for  a  period  of  more  than  Ihree  years; 
lhai  il  has  a  list  of  bona  fde  subscribers  volLintariljf  engaged  as  such,  who 
hatfe  paid  or  agreed  lo  pay  a  staled  price  for  a  subscriptioti  tor  a  def  nite 
period  of  lime,  and  that  said  rvewspaper  has  complied  with  the  provisions  of 
Section  14958  Revised  Siaiues  of  fulissoun,  1939,  relating  to  "Public 
Adverttsen>enls,' 


are  me  this 


ay  of  ^1/31/^  m^ho\<"  ,  20O6 


Notary  Public  in  and  for 
Greene  Cojnty,  Missouri 


bient  Ab  {jtttity 
idards  an  Tliiiradav, 
ember  7,  aOOe,  Tli; 
lie  Hearm^  wi  II 
a  ■!  9  a-m.  Mt  Itie 
Smet  ConftiicrtK: 
tai;  1T3B  East  Him 
et,    LoBH"  Levd, 

Roum, 
Cit;',  MO.  The 
mBCiai]  'ivill  htij 
mony  jif!?-tc(i^  icj  the 
w/in^  rule  actioi;. 

abiKtuUi  nnutta'  By 

qdiOHIt  addfuws 
US.  BovsnibiBoinl 

KEion  Agesicj's 
^'s)  ccnifTciits  diattiie 
MS  wriiUsii '  docsn'i 
ids-  a  clBV  «e- 

jd  ind  diiMcfsn,  ijnt; 
vif^Ktf    into  tiie. 

.  Ling.iia^c  ii  being 
Jddjcd  10  stare  tl-i. 
AiKnt  iia?  -.i  vr  ■■  i'  .■ ; 

Id  do  1  pre- 
tndlcill  pTflKlif 


10  CSR  10  &,3<52 
ul   HOx.  TaOog 

 n»  US- 

UDDIlKallil 

OicaQ  Air 
Hate  Rule  i»qiiimt 

g       to  iJfvefDp 
lsttiv[i£    to  Kducc 
eriUMjons  bitia 
Tic  gcneritini;  iini.'! 

QHd  nile  will 
tuMi  (bat  inal  by 
idfag  MiuHiii'ii 
4ed  towen  In  Hie 

10  CSR  10-1364 
a      Intersil  Rvlt 


US.  ^ivbcaiiKiiLta] 

sedlSl  Affinity's 
J    .  dean  Ait 
Kttt  Rule  nquired 
I      ID  dewdcp 
Id  DfedDDe 
cnlHlAm  frini 
unit 

niDX  in  MH»  ThiH 
swf  niti  v,'lll 
n^sh  ttaa.1  gLKii  b>' 

dutf  Missouri's 
ItA  Scnvie^  in  the 
«al  tradlnf  rrwram 

10  CSR  10-1366 
]  Air  latHstafe  Kills 

U.S.  Koviiurmcntil 

)  ClHin  Air 
niE  ime  rEttuired 

rtidiu    Do  rcdiift 

ic  fcneraunj  itnits 
irtln^  in  241 1 U.  Tliis 
i^j.:.  i.M  Tn\]i 
npLish  that  opal  by 
ding  MiMaod'i 
fed  source*  in  ttm 


AFFIDAVIT  OF  PUBLICATION 


*  MiBKHHi  SHB 

Iniplementaliun  Ptan  - 
Sfjtc  of  Misst^uri  Plan 
foi  Implcmcnlalion, 
Maii!t*fl^«  And 
i^^ifwDciiKnt  of  Nittonel 
Andilfiit  Air  Qoklily 

TK=   ^,  /.^^TEOFMfSSOURI} 

ITm    pUijKiEie    of   ihLt  ' 

dDcumcnr  is  to  fuUiU  tht'^'^TT  Op  BUTL£A}  SS. 

lequinaniciiti  of  S^^limi 

f  10  i-if  lltr  fetksu]  Clean       e^nhn-  t.      t  ■      j  , 

A.:  Ac:   MjiraHiincnts*'"  !*cnri(ftM?,  being  duly  swrom  acsoinJing  lo  taw,  smd  Oial  I  am  PUBUSHEH 

CAAA  isqilii?  tfS'lf  f^^^^'i^s  of  Sutler,  Rple^  Carter,  VWiyna,  SioddanJ,  New  Madrid  and 
1"?''.*'."*  iheTiiscoi;  which  newspaper  has  been  admitted  to  tha  Posi  Office  as  second 


^"'""^.iro^,..'!^^^  "'^ o*  Poplar  Bluff,  Mia^aun/uiVgliy  oTpublfc;irc;r«hiS; 


U.S. 


Pftviec^Aecncv  (TTPAi  -  spEi nef  jias  been  [Xiblished  regularly  and  ooneeciitlvQiy  Ibra  period  of  tlroe 

buplcinEntatiGn.. 


^1=  FE  and  has  a  Iml  of  bona  fids  subscribBHS  vorutarlfy  engaged  as  sudi  who 
^  c  paid  or  aareed  to  pay  staled  price  for  a  subscription  for  a  tteftfiile  period 
Anfcieot  ^  ^Lf  "o  ^^-^^  ^^^^  newspaper  has  corDplied  wilh  tlw  provistotw  oJ  Sedioi 
™«  ^  .05Q,  Revised  Slatulee  of  Miasouil  1 869.  The  afflxsd  naUc«  appearwf  m 


Inoenioit 

Insertion 
jnaertfon 
Intssmon 
ln9«rtton 
Insertfon 
Insertion 
insarflon 
Insert  km 
Insertion 


Ise...., 


Vol  , 

Vol.,.., 
V3L._. 
Wol^... 

Vtil.,.., 

Vol  

VW  

 •itiNOL  

Vai  _.jiJo  


.tio.  _  

.No  

■NOl--l+,n  .11  ■■  .if-FiM 

No   

No  _  

No....  

No   


Qiiiltly     Standards  m   

every  aij-  quaUty  Kgioo  OBW^papSr  hi  Um  ^lowlig  COlBSOLlfVB  iBSUa& 

wittiin  itie  fitBte.  Tliis 

!>^«ntillwd  jutuininicat  of 
^      pulmarv  eod 

StCfWbiy  ataodanll  fil^ 

$-bMr  «cw  ud  fm: 

i 

Ibc:  ibQw  dnaHtKda 

'wjii  be  avadiilile  fiir 

lirvL-cw  at  the  foUinviiig 
l^aUtHLs:  Miisowi 
lj«pjaiiHDt  of  Hmidti 
Iti^SAiiiAisa,  Air  PciDution 
CoalHil  PrOgraitt,  lfiS9 
Eiiij   stim.  reffleiaoo 

Glj.,  (573)7^1 1 -J  R 1 7; 
Kaiisi*  Ciiy  Kegiojia] 
(jfiitc,  son  NE  Qaiban , 

Krnjicl,    Ijsj'i  SiiiHfli^ 

NortlKa«t  Regional 
Office,  1709  PkDspect 
Drive,  Maccm.  (6*0)385- 
2129:  -Scuiheflat 
Rrrmn^f  rifru?e.2lfiN. 
>:istw(;i).:  Bfjiilcviud , 
P-.j[)liLi  Biull,  (573)«40- 
<Ji75():  St.  Utiij  Re^iiynal 
OCELtc,  !  7S45  S. 
LivdMrg,  Svitt  210,  SL 
Locds,  ,(114)4 16-2960:     ..  . 

Smi*B«t  RsgionHl^'^'^dafKlSlimtotoetolBrwIhiH 
Offliec,      2049  'W, 

:  Si 

(41^1 

TtBOBS  vJOi  dfefttllitiK 
n^nnng  -  ipcdal 
Mtvicu  ,'  ct 
awwHnahttoiia  to 
untniit  Ehc  meedn^  cu 

il'ijik'^  Lurun^gciiiCDtt  by 
;;allLnR  Uw  (Jeparttmsai 
direttlv  at  (S73)751- 
mo,  ibe  (tEpoftniciiit'j 
toU  Affv  number  tl 
(am))34-«M6.  or  In 
writing  iwo  wcsfci  in-omms&ion  exfiiiios 
ailvanci;  of  the  meeting..  ..  e„ 
ro;  Missouri  Deparnnent  tcauofl  ree  $ , 

of    NaihicsL  RrsOUroca, 
Ail  Craiscrvation 
C^orniiiissLOtL  Secnctsry, 
P.O.  6oi  17ri,  J^flfLfsoii 
Cit^,      MO      diUa. ' 
Hearing  ijlipaircd. 
persons  may  contact  Ihe^ 
PM^IAIIL  lIuMieti  RidBv  . 

2966. 

The  i;unuT.i.'j;[rin  holds 
puUic    Itearii^  imjer. 

ue  ivnTiiiiDiif  Df  diwter 
M3.    BSMdl  OtilHB 


'ofMb-v 


..da/ofr.m\/^.C.^ 

■jdteiyof  20.... 

clay  of  ,£0.... 

.day  of  20.... 
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Missoinu  AIR 

CONSERVATION 
COMMISSION 
WILL  HOLD  PUBLIC 
HEARING 


jFj-VERsoN  cmr.Mo 

-   The    Mis-«)uri  Air 
Coose  nation 
Cominissjon  will  hold  a 
public      hearing  on 
CooslnKlion  Permits  By 
Rule:       Clean  Air 
(instate  Rulf  Annual. 
SeiisOtiil,    iirtd  SulfiH 
Dioxide  (SOj)  Trading 
Piograins;  Emission 
(  liimtaliaiii  Wti 
EnussiCuK   Trading  of 
Oxides    of  Nitioacn; 
Cuntrol       of  NOx 
tmissions  l'":om  Etetiric 
Generating    lltuls  mJ 
Noii-lfctiri*:  Generating 
Boiler*;     Contrcl  af 
Mercury  Lnus-yons 
From  Etetiric 
CcneistinE  Units;  and 
1  Swte  t>(  Missouri  Plan 
(or  Impknicntalion 
Maintcniuic*  and 


Emission  LinuUlicns  j 
and  Etnijsions  Trading  I 
of  OxiJes.  of  Nitrogen 

TYus  proposed 

•  aiDcndmem  winiM 
leinoi*  tlie  rcquireiiicnis 
of  this  rule  upon  lite 

;injpleiiientalion  of 
ptopased  rule  10  CSK 
l(M.%2.  ■  llie 
remiiicments  of  10  CSR 

.10-362  arc  more 
stringent  than  tliis  rule. 

•  10  CSR  10-&-360 
Control  '  of  NOx 
limissions  Fiom  tleictric 
Ceneraiing  Xlniu  and 
Non-Dectric  G«ncrating 
Uoilers 


This  ptopoved 
atneodment  would 
lemovc  the  retjuirenients 
of  thi^  rule  upon  tlie 
irnplc  mentation  of 
propoied  rule  10  CSR 

lequLrements  of  10  CSK 
10-6.302  are  more 
stringent  than  this  rule. 


10  C5R  10-6.303 
Cjontrol  of  Mercury 
EmiiMona  From  Electric 
Oencnitjng  Units 

The  U.S.  Environmenul 
Proletiion  Agency's 
(EPA)  t^lean  Mercury 
Interstate  Rule  required 
states  lo  develop 
regulations  to  fifducc 
mercury  emissions  fruin 
elcelric  generating  uiuts 
beginning  in  2010.  This 
pjoposed  rule  will 
acwjnjpli^  tlvit  goal  by 
includitij;  Miisouris 
affected  sources  in  (he 


Conscrv'iition 
Coirmiissior.,  Miwouri 
Dcpaitinent  of  Natural 
Resources,  .Air  Pyllution 
Control  Prugi-im,  P.O. 
Box  176.  Jeffcisun  City. 
Mi.ismiri  65102-0176.  or 
telephone  (573)751- 
78AO,  The  departmcm 
requests  pct^tms 
rnteiKlini;  to  give  verbal 
presentation'  als*> 
pfovide  a  wriltei)  copy  of 
ibeir  tcstiiiiOQy  to  ibc 
t  ommission  secretary  at 
tlic  lantf  of  (he  public 
hearinji  The  department 
also  will  »cccpl  written 
eoranicnts  for  live  record 
until      5      pm-  °" 
D^cmbei    U.  2006; 
please  «nd  iwo  copies 
o(  written  (.utnrociiis  to 
Chief.  Operations 
Section.    i\ir  PollutluD 
Control  Ptogianj,  P.O. 
Box  176,  Jcttcisoo  City, 
MO  65102-0176. 

Rule  proposals 
considered  at  tiiis 
beiaring  loay  be  adopted 
by  the  Missoun  Ail 
Conservation 
Cominijsion  as  provided 
i(x  under  authority  of 
M3.0S0,  RSMo.  For 
nwre  infonuation  or  a 
complete  tnccting 
agenda,  including  rules 
being  picscnicd  for 
adoption,  conwct  tlw 
Missouri  Depamncol  of 
Natuiid  Resources'  Air 
Pollution  Coattol 
Piogtam  at  (573)751- 
4817. 


11/5.2006 


RECEIVED 

COHTRQL  PGM 


AFFIDAVIT  OF  PUBLICATION 

STATL  t)[' MISSOURI  1„ 

t  SASHA  MCMULUN,  bdng  duly  mmo  Headim  to  W,  itilc  t«t  I  mo 
niB    thd  pubUriun  of  d»  Oaluiribn  Vniy  tWnmo,  r  daily  iw"«ijape'  of 

£)eMn1  dirvdilkm  in  die  Ociiinty  of  Boone,  Sl^ 

'wltidl  newspaper  has  l!een  :m\~:';LI.:cI  to  the  Post  OIKIce  ^  pin  i  Ciij  <i]Mi 
nuckr  it)  the  City  af  Cnlumbia,  MisEauri,  the  dl^  «f  publication,  which 
nemquptr  ha!;  hccn  pubLlahcd  re^lairiy  nd  conseeulrvdy  for  a  period  of 
ftne  yeus  md  has  »  list  of  boflfi  fld«  tftocfflm.  wbmtirlly  aqptipd  u 
tueii,  wTki  Ihvc  pad  or  sorted  V  p«y  a  tfued  pdoe  Ibr  t  nbKriptim  fbr  ■ 
-{lefiTi'ilc  :H;i'iOc\  nf  tirnc,  and  ikat  Euch  newspaper  hts  COmpVsH  TnHh  the 
provisions  of  Sfction  49^.05ii,  Kjcvdsetl  St^itutes  of  MissQuri  aid 
SeetiDii  SSiJlOi,  Rsvued  Siatute<;  of  MissouH  2000,  Ttx  afijxjed  nolHe 
iffpovBd.  In  uid  imiGpiiipcr  on  the  Tudlowih^  cfiUKUtive  Issuk; 

luliuatloii  MdtiMiito  3, 2<B6^ 

ZndliMrtiiM   

4th  Insertion   ' 

5th  Insertion  

6lh  Inswtttfl  " 
Till  hiMtioti 

Sftfnuilluii  

9fllhlBBiti0ll" 

tOlt  hnadcHi  

liattiwmkiii'"  " 
I2lli  fiwatioii 

JllHTliOII  ^  

1 5tti  Iniertian  

IWiaiWrtifln" 
ITdi  TiMfftiiw 
IMihiettim' 
lUdilhsBtioii 
Idtli  InMrtioiii 
2\sl  Intwtion; 
22ndBuHtiDn: 

5207.37 
Mdler's  Fee 

SotwfJbed  &  swan  ta  lieflm  me  th  isp    da ol  XAlAfe^i^.  2006 

^I'woi^PuWie  — 

My(i)(iimisslofi  B(pif« 


MIB50UJU  ADL  OONBERVAllOiN  OOMUISSiaN 
Wni.  HDU)  FlffliJC  HBARnifQ 

JEFFERSOM  CrtV,  MC  -TbBMjfiMBri  AJrODdttrwUon 
CfliudsHDn  willlAldapiilittehiwftieoiiOanttQfliHnPaiw^ 
Ride;  Dein  Air  kneiAite  Ride  Anniiil,  SHsmiiL  ind  SiUl^ 

Tndiflg  Prugmnu^  Ettusfon  Liimtadont  end  Bmiaeiiini  IMuig 
of  Ojddes  of  Nitrogen;  ConSnt  (jf  NO  Prnbsions  Prom  EleeliJt 
Gtamtifli:  Utiitj  atrd  Noii-bl'.vri   y  ..-liifiratinEBtHicT^:  ( 'c^tTci  nf 
MtTcury  Eni&siiQas  Fioni  Ekxlric  Ocjii^ating  Uniu^  and  Sutt  of 
MliHiBj  Fkn  tir  Bi^rieoiiHiliitiHit  KamOnBoux  vmd  EnrorcEjixnt  of 
NiiOauI  Aorincot  Ax  (^i^  SlMdai^  pi  TWad^,  Do^^ 
1006.  lbePkd:KcHiem~n(iiiinbe|[inPt9)i.ttvet1heE]niSlKet 
ConfeKDOe Center,  1735  Rajtem  Jvtrect,  Lcwet  :.lm;I,  t^.n.ii-!- River 
Conference  Elwinv  JoGcrfiOn  Ci^,  MO.  ilw  eommiaaion  will  heai 
btiinagiynUtHltodiefiotloin^Tuie  tctkm. 

*  IC  CSR  lD4jOfi2  CUHtiwIiai  P^nntvBy  Ruile 

Tie  proiicficd  arncndniHit  addresses  Ihr  U.S.  Eflvirofinwiital  PnotectfoT 
Agifficy's  [EFA'sJ  concerns  fhal  die  tuIc  us  ■wrilli;ri  dou^iis 't  pjwide  a 
dsir  jm-conitiuctian  icvkv  period  »nd  diaxliwe,  isn'lapprovtuiile 
iiilaflieSlMtelng<iBniBitiltimPlaB-l4w^ 
tlig  dqiKliaem  has        (7)  d(9«  fe>  do  1  |iie4»ndru»l[in  pen^ 

*  10  CSR  10^«:i  Ck»n  Ait  bAErMale  Kiile  Amiiui  NOh  Tftding 

TbtU'S^  EirriittiiB£«ti]  Frateatkm  Ag^f^m  (EPA)  Cl«  Air 
biteititAlie  Rult  tequlred  el4l«  lio  develop  ngulaticns  ta  nduc«  HQk 

ftnissions  frOfTi  electric  genersTinp  tmEa  Ticffiminia  in  20O9-  TWt 
tMOpQSed  njU  -.V!  lu-ni-ir!!-:!-  rli:-.'  ■fi;'  liy  indudtng  MilMUtilf  Sflferttd 
soums  in  Ihjt  [egional  (i^dinj  profipaii!  e5iahli5,hcd  by £PA, 

*  10  CSR  lO-fi^  Oeun  Air  htsnt^      Seatotal  Whi  T^id^ 
Profrim 

Tlif  U-&.  Fjjvironmmital  Protcctitsn  Ajency'a  (CPAJ  CJeati  Air 
Tfiter£;l3lic  Rule  required  itstes  to  devdepifiglilulioiu  to  reduce  NOx 
emiHiiais  £vmdeeliic  BCnaitiiii«uidttlKef<i>^ 
|)nip«ed  T^t  iinll  tNeonvilali  ^      1>y  iiHi^^ 
pgn^  in  4^  iifeiAia)  bAdJi^  ^^l'*'''' ^ 


*  10  CSR  10-6  366  Clesn  Airlniwaiale  Rule  S02  Tfading  Progfam 


The  U-S.  Ciwironmetilal  PriHecliori  Agency  's  (EPA)  Clean  Air  Interstate  Rule  required  slates  lo  develirp  regulations  lo  reduce  S02  cmisstonH 
from  islettnc  jjensTiiing  units  beginning  iii  20 10.  ['his  propased  rule  will  accomplish  lhat  goal  by  intluding  Missouri's  affevlc^  soiirecs  in  the 
rcgiortal  trading  program  islablishud  by  EI'A. 

*  1 0  CSR  hraissmn  Lnni  tali  cms  and  limjaions  Trading  of  Oxides  of  Nitn>EW! 

This  pronoscd  amcrdTncnt  would  remove  the  rcquitcmcntoOf  ihismU  "(xin  tfic  implementation  ul  propostMJ  rule  lOCSR  lO-<i.3(i2,  The 
requircfticnw  of  10  trSR  10-6.362  are  mors:  stnngcni  than  this  rule. 

*  10  CSR  10-6  JGO  Control  nrNOx  EmsHions  iTtini  Ekctric  Gaiciatinj  Units  and  Non-Electric  (fcneTating  Boilers 

Tliis  proposed  airuindmcTit  *vii-Id  remDve  the  reiiuiKMrKnls  of  Diis  fxit*  upon  i^npkmcntatipo  o:  proposed  rule  1 U  CSR  1  G-6.562  The 
retell i I enunts  of '  0  CSR  10-fi  362  arc  misrc  tlnngcnl  than  this  rule. 

*  10  CSR  10-6  368  Cofltrol  of  Mercury  Emissions  l-ixan  Hectric  Generating  Units 

Tlie  U  .S.  !^nvirontn:nlal  i'roleclicffl  Agency's  (EPA)  Clean  Mcrcuiy  fnterstate  Rule  reijuired  States  to  develop  iCButations  to  rcdute  mercurf 
emissions  Ihim  electric  generating  -.iniis  beginning  in  2010.  Th'.s  proposed  rule  will  aseorriplisTi  thit  goal  by  including  Misstxjri's  affected 
sources  in  the  regional  tiading  program  e^bhshwi  by  tPA. 

"  Missouri  State  Implcmcntatton  Plar  -  State  at  Miisouii  Plan  f«w  ImpletiKntalion,  Maintenance  and  Enforcetncnl  of  Naliatal  ArribtCTt  Air 
Quahty  Standiiids 

The  Purpose  of  ihisrfnciimcnt  is  to  fulfill  the  Teiiiiiiernents  of  section  1 10  of  the  Mersl  Clean  Air  Act  AnienJm6n:s  {CAA^^)  of  1990. 
Section  1 10  of  the  CAAA  requires  that  each  slate  subtnil  10  the  Adminisrrswr  of  the  U.S-  Fnvininmenial  Protetiion  Agency  (EPA)  i  pUn  for 
Uie  implenietltatiOTl,  maintcnant^c  and  enforcement  of  the  Nsilionsl  Ambient  Air  Quality  Standsrcs  tn  every  air  cualrly  region  witliin  the  state. 
■i"his  plan  (lerrwnslrates  the  conlir.ucd  atlainTncni  of  the  priiriary  and  secorid^iy  siandaids  for  S-hour  ozone  and  for  PM2,S 

The  above  docutnetlts  will  be  available  for  review  at  llie  following  locations:  Missoun  Department  of  Natural  Resources.  Air  Pollution 
ConlTul  Ptogiatn.  1059  Elm  Street,  Jefferson  City,  (573)  7St-48IV;  Kansas  City  Rcgiona;  Olficc,  500  NG  Coibcrn  Ruad,  Ice's.  Summit,  (Itl6) 
622-7000;  NotiSiea^t  Rejional  Oflicc,  1700  Ptuspett  Drive,  Macon, (660)  ,1R5-2129;  Southeast  Regional  Ot'Oce,  2 1 55  Westn'ood 
Boulevard,  Popiai  Bluff,  (573)  Kil0-97S0;  St  1  wis  Regiofwl  Office,  TiiS  S-  t  mdbcTg.  .Suite  210.  Sl  Ijwis.  (3 1'i)  4 1 6-2%0;  Southwest 
Regional  Office,  2040  W.  Woodland,  Spnnifield,  (417>891  '4J0O- 

Perscms  with  disabilities  requir.ng  special  sen^'icei  or  accomi;iodat:oos  t.i  attend  the  meeting  can  make  amingetTtents  liv  calling  the  dqiartment 
directly  at  f57J)  751  -7KaO,  the  ctcpaftt^cni's  toll  free  number  a:  (gnO>  3M-fi94ri,  or  by  ivnf.ng  two  wxks  in  advance  of  the  inccting  to: 
Missourj  Departineiu  of  Natural  Resoiirces,  AtrCoiiieivatioii  Commissioit  Secretary,  P.t).  Box  1 7&,  Jefferson  City,  MO  65102  Hearing 
inipaiied  pet&ons  may  contact  the  program  through  Relay  Missouri,  (BOO)  7J5-2966. 

The  cwntnissior  Imlri.;  public  heanngs  under  the  provisions  of  ch-ipter  fi4:i,  RSMo.  Citizens  v^iihmg  to  spea)i  at  tlw  public  hcarinB  should 
notify  the  secictaiy  to  the  Mis-mun  Air  Coiiiervaiion  Commission,  Missouri  Dcparrnxniof  Natural  Kesouiies,  Aii  Pollution  Ccfltro!  Program, 
PO.  Hm  l"ft,  JefTcison  City,  Missoun  65102-Oi76,  or  telephone  (573)751-7840.  'fhe  depsftrnein -njijcejt?  per-jcm*  interdiv.g     give '.■erbst 
presentations  also  provide  ji  uTillen  copy  of  their  testimony  to  the  commission  secretary  itt  the  lime  of  the  public  hearing.  Ihc  department  also 
wll  accept  written  tommenis  for  the  record  unr-J  5  p.m.  nn  DeccrrJber  14. 2006;  please  send  two  copies  of  wttcn  comments  to  Lhiet. 
OtKrations  Section,  Air  PollJttort  Conn-ol  Program,  P.O.  Box  174,  Jeffeisun  Cit>'.  MO  63 102-0176. 

Rule  proposals  eon&ideteri  at  this  hearing  may  he  adopted  by  (lie  Mi&souri  Air  Conserv-ation  Commission  as  provi^)t^d  fcr  under  atitho^try  of 
643 .0 50 .  R.SM  o  For  more  i  nfomiat  on  oracomp  letemeeliiigagenda.  ui  eluding  ailcsbcinBprcscniedtnradopliOn.ConiacttheMissouri 
Department  of  Natural  Resources'  Air  Pollmtun  Control  I'rugiani  at  (573)751-4817. 
INSERTION  DATE;  NDVcmbcr  3,2006. 
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AHTDAVrr  OF  PUBLICATION 
STATE  OF  MISSOURI 
COUNTY  OF  /VDAIR 

I,  Larry  W.  Freels,  being  duly  sworn,  according  to  law,  stale  that  I  am  ihe  Publisher  of  Kirksville 
Daily  Express,  a  daily  newspaper  of  general  circulation  in  the  County  of  Adair,  State  of  Missouri, 
where  located;  which  newspaper  has  been  admitted  lo  the  Post  Office  as  periodical  class  matter  in 
the  Cily  of  Kirksville,  Missouri,  the  city  of  publication;  wliich  newspaper  has  been  published 
regularly  and  consecutively  for  a  period  of  tliree  years  and  has  a  list  of  iMjiia  fide  subscribers, 
voluntarily  engaged  as  such  who  have  paid  or  agreed  to  pay  a  stated  price  fur  a  subscription  for  a 
definite  jx;-riod  of  time,  and  that  such  newspaper  has  complied  with  the  provisions  of  Section 
493.050,  Revised  Statutes  of  Missouri  2000,  and  Section  59..110,  Revised  Statutes  of  Missoiu-i 
2000.  The  affiAcd  notice  appeared  in  said  newspaper  in  the  following  consecutive  issues. 

First  Insertion         Vol,  105,      No.  263,      6th  day  of  November  ,2006 


Publisher,  Larrj'  Freels 


Subscribed  and  sworn  to  befoie  mc  on  this   /       day  of 


See  reference  of 
legal  on  page  2. 


Carol  Aim  Frcels  -  Notary  Public 

My  Comiiussion  Expires  February  21,  2007. 


Publication  Fee  $388.13 


Recwv'id  paynscnt. 


UISSOURI  MR  CON&ERVATIQhJ  COMMISSION 
WILL  HOLD  PUSUCHEARJNG 


JEFFERSON  CITY,  MO  -  The  Mlssoufl  ^Ir  Con$eivation 
Commission  will  hold  a  public  heairg  on  CunstrucHon  Permits  By 
Rjie;  Clean  Air  Interstate  Rule  Annual,  Seasonal,  antf  SirWur 
Dioxide  (SOj)  Tradino  Proqrams;  Emission  Umitalions  and 
^TiigsSons  Trading  of  Oxides  of  Nitrogen;  Control  of  N(k  Emissions 
-rom  Electiic  Generating  Units  and  Non- Electric  Ganeraling 
Doilors;  Central  of  M&curf  Emissions  From  Electric  G'ehSrallng 
■Jniif;  and  Slate  of  Missouri  Plan  for  implementflfion.  Maintsnancs 
and  Enfofcemenl  ol  National  Ambient  Air  Quality  Standards  on 
Ttiuisday,  Decemher  7,  The  Public  Hearing  will  b&gin  at  9 
a.ni.  a1  the  fcl-n  Street  Conference  Cenlflr,  1738  Easi  Elm  Street, 
Lower  Lc"vf:L  FlM'  ng  River  Conference  Room,  Jefferson  City,  MO 
Ttie  conunission  wiJI  fiear  testimony  raUtted  to  Ihs  fallowing  njls 
at!  low. 

'  10CSR]04.0fl&Conetiud»nPBniiltsBy  Rule 

This  p'DpDsed  a.Ticnc.wnt  nodrssses  the  U.S.  Environinsntal 
Protection  Age.ncy'5  ilPAs)  m.'-.cfi-rs  ;hat  ttie  rule  as  wriftsn 
do&snt  provide  a  dear  pre-conslrutl  on  review  fjc-lod  and  tlierS' 
tors,  isn't  approvable  into  tt-s  P,\:-:if.  lr:-[:lorT;entatiofl  Ran. 
Language  is  being  be  added  iu  oiiJif;  (fit;  deparSrnenl  has  seven 
(7)  aays  to  do  a  prs-coiatruction  perriiit  rsvicw. 

■  10  CSR  m.^S  Ciesui  Air  Interstate  Rula  Annusi  HOn  Tta^ng 
Ptogiam 

The  l.S,  Environmental  Prtitection  Agency's  (EPA)  Clean  Air 
Interstate  Rule  required  states  \o  develop  regulations  to  reduce 
NOs  emissions  from  elettrit  generating  uiiii  beginning  In  2tHK. 
This  proposed  mie  wili  accompli sh  that  goal  by  irvcluding 
Missouri's  atfiecied  sou^ss  In  Ins  rsgjanBT  tnodhg  program 
established  by  EPA. 

'  to  CSR  Clean  Air  Interstate  Rule  Seasonal  NOk 

Tnadhg  Riu^uin 

Ttifi  t.  S.  t:r-vi':jnrM';r:n;  PrcTection  Agency's' (EPA)  Cigan  Air 
Inlcrslato  f  !u;c  require-;  ssyits  to  develop  regulations  to  reduce 
NOx  emisslORS  from  electric  generating  uniis  beginning  in  2009. 
TT)is  preposed  rul&  will  accomplisii  that  goal  by  including 
Missouri's  affected  souths  In  Im  rac^onBl  trading  prtioram 
established  by  EPA. 

*  1 0  C  SR  1 0-G.36e  CI  ear  Air  Intersta  le  Rule  SOj  Trading  Program 

Ttie  U.S.  Environmental  Prolection  Aoeriby'd  (EPA)  Clean  Air 
Inte'^statn  F.jla  required  states  to  devefcp  rsmjtatiqns  to  reduce 
amissions  from  electric  g&neraiting  untls  Mginhing  in  201 0. 
tt)i$  prap9^  rule  will  aocompUsli  ttiat  aosH  irf  including 
Ki^fm  $ourc«s  in  Us  rogit^nal  trtidlr^  program 

establitwil)y.EI^. 

'  10  GSR  10^360  Eml&^LMtaffons  and  Emlssloiis'nwInQ  of 
Oxides  of  Nlbti^ 

Tttis  proposed  flmsndment  would  remove  ihe  lequiremenis  of 
ttils  ruia  ifion  the  knpl^mentatlDn  Of  proposed  nils  10  CSR  1 0- 
6,362.  T?wreqiAiemeiil9  of  lOCSfl  10-6^  ars  mots  etringent 
ttvan  thla.flilB.  -  . 

*  10  CSR  lO-e-SeO  ContiDl  d  NOx  EmlBBlons  From  Electrtc 
Generatng  Units  and  Non-  Electric  Genetallhg  Boibis 

Thi$  proposed  amendntsni  would  rstrnvs  tlis  isqulrsmsnts  of 
this  nAi  tjpart  llie  Implemsntalion  of  proposed  ruls  10  CSR  10- 
e.362.  The  retMreinents  of  10  C8R  1(^.382  are  more  stingent 
thanMrulei. 

■  1 0  CSR  1 0^388  Conlrol  of  Mercury  Emiseions  From  HodriG 
Genetalhg  Units 
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Ttie  11.8.  EnvlrgnmeiftBl  Piooecdm  AgsmVs  {EfW)  Clean 
iVtercuiy  Intsistate  Rids  reqiAvd  stsleB  ki  develop  regulations  to 
rsducs  msiDuiv  emissions  hom  ttsOAs  generating  ut>fts  benin- 
nng  In  mXk  Ttiis  proposed  mis  wll  ecomplieh  tliai  goal  by 
indudira  Mssourfs  affected  ^n»«  In  ttie  oglanel  tradVKi  pro- 
giam  e^litlied  by  ERIt  ' 

Missouri  Slate  implemeirladDn  Pten,-  SdiiB  of  Miisouii  Plan  for 
InMemsntaion,  Msmtsnsnos  and  Enfdfl^enftf jN^ottaj 
AmWenl Annually  aandante  ;       ,   .  .  "  ^ 

I'"iP"P!if*.^.%''*^''1*f''  W^Wments  of 

Section  110  of  the  FMeraiCJMnAlrW  AmeffAnwts  (CAAAl  of 
1990.  Sedlon  110  oMhe  CAM  iBqulnsa  ttiBtw*  state.  subJiiit 
o  the  Administrator  of  tfis  U.S.  EnvlrptiiTOntfli  PratWcilwi  Aaenat 
(EPA)  a  pifln  for  the  implei)nftntafion,.rtiarnlBnanc«jand  snMw^ 
msFit  of  the  teUonal  Ambient  Air  Qually  Sl^dpidpr  in  every  air 
qualw  region  wHhh  the  ifaie.  TTjl* din  dafiijiriit^Stes  the  con' 
iBued  attainment  of  lite  pflma  v  tm  second  etandait^  for  8' 
tiolrozonsandlar-pM2.5.'  : 

The  ebow  documei^  wil  be  ovalabis  f«^T«A^lew  at'W  fbikmlng 
locatioiis:  IVIissoLri  Departmefrt  of  Natural  flesouices.  AJf  PofciiiDS 
Control  Program,  1559  Elm  Street.  Jefferson  City,  (573)  751^17: 
Kansas  City  Regional  Office,  500  NE  Cdbem  Road,  Lee's  Sumr*, 
Bie)  622-7000;  North  east  Regiorwi  Office,  1709  Prosoad  DrfvS 
Macon,  (660)  Southeast  Regronal  Offiosi  4165  nI^ 

Wettwood  Boulevard,  Pcptar  Bluf),  (573]  S40-9750:  Si  Loufa 
Regional  Oflice,  7545  S.  UtOxig,  SUte  210,  St.  Louis,  (314& 
"^**™'  Woofland,  ^ngtiddi 

Persons  with  disabililies  requiring  special  sendees  bf  Boopmmbda- 
tlons  to  aitend  the  nieeting  caii  make  anangemerits  by  Ofyiino  Ihe 
department  directly  at  (Sft)  751-7840,  the  deparlmwirs  toirfi^i, 
nunter  ai  (floo)  3M-6946,  or  by  writing  two  weeks  In  advance  of 
ihe  meeting  to:  Missouri  Departmeftt  0*  Natural  Resources,'  Air 
Conservation  Oommission  Secretary,  RO,  Bw  11^  Jal^reon  dtv 
MO  66m  Healing  impaired jweonB  m  M<itaa  ihti  txfibtarn 
t)llllughF^elay^lIM0uli,^8^»)7fe^Sflfl..  ■  ■ 

The  commission  holds  public  hearings  under  the  previsions  of 
chapter  643,  RSIMo.  Citlzeris  wishinUto  speak  at  the  public  hearing 
should  nctfy  tne  secretary  to  the  Missouri  Air  Conservalion 
COJlWissiofJ,  Missouri  Department  of  Natural  Resources,  Air 
f^Nition  Control  Program,  P,0,  Box  176.  Jefferson  City.  Mtssotiri 
65102-0176,  or  telephone  (573)  7S1-7840.  The  dspartmeni 
requests  persons  intending  tO  Blve  vertjal  presenfatitons  also  pr> 
virfE  a  wtrCen  copy  of  their  teslimony  t6  the  commiEsicn  secretary 
at  rtiB ;  n-.c  of  ihe  public  hearing.  The  deparimant  also  wili  ^c.csfA 
wrmen  comments  For  the  'ecord  until  5  p,m,  on  December  14  2o06- 
please  ssnd  two  copies  o'  w,:itier  comments  to  Chlel  Operations 
SS'SSStb'''^  <^l*fOl  Pfograrri,  P.O.  Bon  1,76,  Monan  City, 

Rule  proposals  considared  at  this  hearing  may  be  adopted  by  the 
Missoun  Air  Conservation  Commission  as  provided  (or -under 
authontyof  643.0!)0.  f^S^j.  ror  more  rntoimation  or  a  oompfelB 
meeting  agend;H,  inciudiny  fjies  being  pi«$ented  hSsriijplkjn,  oori- 
iHct  ttie  Musiuuri  Jepartitifiiit  of  Natural  Resowa^^  PtoUutitm 
Control  Prngjar-i  at  (573)  761-4817.  "    ■  " 

November  6. 2006          '  .  ■  .  (D^ 
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1  rule. 

2  The  Department  utilized  a  qreat  deal  of 

3  diplomacy  and  negotiation  Lo  make  this  possible.    And  I 

4  should  extend  that  to  the  stakeholders  who  T  know  are  here 

5  in  the  meeting  t-oday  as  vjell  as  the  Energy  Center  1  notice 

6  isq  here  loday  as  well.     So  that  conffnendation  .Gbould  be 

7  extended  tc  them. 

8  This  does  conclude  my  coTTuiienLs  on  Lticsc  rultjs. 

9  If  there  are  any  quostions,  I'd  be  happy  to  try  and 

10  address  them  at  this  time. 

11  commissi ONER  BAKER :     Anybody  have  any  questions 

12  for  Michael? 

13  COMMISSIONER  FOHEY :  Wo. 

14  CCroilSSIONER  BAKER:  Okay. 
1 b                         MR .  JAY :     Thank  you . 

1  C>  COMMISSIONER  BAKER:     Okay.     Thank  you  for  yoi:r 

17  comments,  aiid  thanks  on  a  job  well  done.     The  next  one  or. 

18  the  list  would  be  Paul  McConnell . 

19  PAUL  MCC0^jW3LL, 

20  being  first  d-uly  sworn  to  testify  the  Lruth,  the  whole 

21  truth,   and  nothing  but  the  truth,   testified  as  follows: 

22  MR.  MCCQNNELL:     Chairman,   Mombers  of  the 

23  Comm  13.9 ion,  iny  name  is  Paul  McConnell  .     I  am  employed  with 

24  the  Air  Pollution  Control  Program  as  an  Enviroilinental 

2B  Engineer.     I  work  at  1659  East  Elm  Streer,,  Jefferson  City, 
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1 


Missouri . 


2 


i'm  here  t:o  present  this  proposed  revision  to 


the  Missouri  State  Implement  at  ion  Plan,   SIP.     The  plan 

4  title  iB  Implementation,  Maintenance  and  Enforcement  of 

5  WaLional  Ambient  /sir  Oudlity  Standards. 


7  Section  llQ(a),   Implementation  Flan  requirements,  Lc 

B  include  the  criteria  pollutant  National  Ambient  Air 

9  Quality  Standards,   or  NAAQS,  new  and  revised  eight-hour 

10  ozone  and  fine  particulate  matter  of  PM2.5  standards 

11  recently  final i:?;ed. 


13  briefing  doctmtent.     However,   the  complete  I-lissouri  GTP 

14  element  has  not  been  reprinted  in  the  briefing  document 
I'j  due  to  itr.  volume.     The  entire  --  the  entire  document  is 

16  available  for  review  at  the  Department  of  Natural 

17  Resources  Air  Pollution  Control  Program,   P.O.  Box  17  6, 

18  Jefferson  City,  Missouri,   65102-0176.     It  is  also 

19  available  online  at 

2  0  http:  / /wAr\r/,  drir  .mo.  gov/env/apcp/docs/sip-naaqs  .pdf  . 

21  Background  Ozone .     u.s.  Environmental  Protection 

22  Agency   (EPA)  established  in  1971  a  national  primary  and 

23  secondary  maximum  one-hour  NAAQS  ozone  standard  of  .08 

24  parts  per  million.     That  is  not  to  be  exceeded  more  than 

25  once  per  year. 


5 


This  proposed  change  to  the  SIP  will  update 


\2 


This  proposed  plan  action  is  on  page  275  of  the 


wwvr.midwcsllitigation.com 
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COMMENTS  AND  RESPONSES  ON 


PROPOSED  REVISIONS  TO 

THE  STATE  OF  MISSOURI  PLAN  FOR 
IMPLEMENTATION,  MAINTENANCE  AND  ENFORCEMENT  OF 
NATIONAL  AMBIENT  AIR  QUALITY  STANDARDS 


On  December  7,  2006,  the  Missouri  Air  Conservation  Commission  held  a  public  hearing 
concerning  a  proposed  revision  to  the  Missouri  State  Implementation  Plan  (SIP)  for  the 
Implementation,  Maintenance  and  Enforcement  of  National  Ambient  Air  Quality 
Standards  (NAAQS)  plan.  The  following  is  a  summary  of  comments  received  and  the 
Missouri  Department  of  Natural  Resources'  corresponding  responses.  Any  changes  to 
the  proposed  SIP  are  identified  in  the  responses  to  comments. 

SUMMARY  OF  COMMENTS:  The  Missouri  Department  of  Natural  Resources'  Air 
Pollution  Control  Program  received  five  (5)  comments  from  the  U.S.  Environmental 
Protection  Agency  (EPA).  EPA  comments  relate  to  clarifying  the  submission  as  it 
pertains  to  1 10(a)(2)(D)(i).  EPA  also  commented  that  they  are  reserving  comments  on 
the  remainder  of  this  plan  until  such  time  that  EPA  provides  further  guidance  on  aspects 
of  110  (other  than  Section  110(a)(2)(D)(i)). 

COMMENT:  The  EPA  suggests  that  Missouri  separate  the  section  of  this  document  that 
specifically  addresses  Section  110(a)(2)(D)(i)  from  submittal  and  submit  this  portion 
separately  to  EPA  for  inclusion  into  the  SIP.  By  separating  out  the  portion  of  the 
submittal  dealing  with  1 10(a)(2)(D)(i),  Missouri  will  be  able  to  clearly  address  EPA's 
finding  made  in  April  2005  that  states  failed  to  make  statutorily  required  plan 
submissions  addressing  1 10(a)(2)(D)(i)  of  the  Clean  Air  Act  (CAA)  pertaining  to 
interstate  transport. 

In  regards  to  the  portion  of  the  SIP  submittal  which  addresses  all  other  requirements  of 
110(a)(1)  and  (2),  Missouri's  SIP  submission  addressing  the  8-hour  ozone  NAAQS  is  due 
on  December  15,  2007  and  the  PM2.5  NAAQS  is  due  on  October  5,  2008.  As  indicated  in 
the  August  2006  EPA  guidance,  the  Agency  intends  to  provide  states  with  additional 
information  concerning  the  elements  of  this  SIP  submittal,  in  separate  regulations  or 
guidance  documents. 

RESPONSE:  Separating  the  section  of  this  document  that  addresses  Section 
1 10(a)(2)(D)(i)  would  result  in  a  disjointed  document  that  is  intended  to  address  Section 
1 10(a)  requirements.  When  additional  guidance  is  available  for  all  other  requirements  of 
1 10(a)(1)  and  (2),  this  plan  will  be  reviewed  and  any  revisions  deemed  necessary  will  be 
made  as  a  revision  to  this  document.  Therefore,  no  changes  have  been  made  to  this  plan 
as  a  result  of  this  comment.  However,  there  were  language  changes  made  as  a  result  of 
other  comments  to  clarify  which  section  of  the  document  specifically  addresses  the 
requirements  of  1 10(a)(2)(D)(i)  of  the  CAA  and  to  identify  the  elements  the  CAA 
requires  to  be  addressed. 
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COMMENT:  The  EPA  suggests  that  a  short  background  section  be  included  in  the 
portion  of  the  document  that  addresses  1 10(a)(2)(D)(i)  to  provide  an  explanation  of  this 
separate  submittal. 

RESPONSE:  Since  a  separate  submittal  is  not  planned  for  the  section  of  the  document 
that  addresses  1 10(a)(2)(D)(i),  a  separate  background  is  not  necessary  since  the  Executive 
Summary  in  the  plan  covers  background  information.  Therefore,  no  changes  have  been 
made  to  this  plan  as  a  result  of  this  comment. 

COMMENT:  The  EPA  also  commented  that  headings  should  be  included  in  the  section 
of  the  document  that  addresses  1 10(a)(2)(D)(i)  of  the  CAA  to  clearly  identify  the 
elements  required  to  be  addressed  (such  as  significant  contribution,  visibility  protection 
and  prevention  of  significant  deterioration). 

RESPONSE  AND  EXPLANATION  OF  CHANGE:  As  a  result  of  this  comment, 
headings  have  been  added  to  identify  the  elements  required  to  be  addressed  under 
1 10(a)(2)(D)(i)  of  the  CAA.  These  headings  are:  Visibility  Protection,  Prevention  of 
Significant  Deterioration,  and  Significant  Contribution. 

COMMENT:  For  the  portion  of  1 10(a)(2)(D)(i)  which  addresses  prevention  of 
significant  deterioration,  EPA  suggests  providing  further  clarification  that  Missouri's 
permitting  regulations  for  the  8-hour  ozone  nonattainment  area  are  consistent  with  EPA's 
Phase  1  and  Phase  2  8-hour  ozone  implementation  rule  or  will  be  revised  to  be  consistent 
when  Missouri  submits  the  ozone  plan  due  June  15,  2007.  Also,  the  document  should 
further  state  that  Missouri  is  implementing,  in  the  absence  of  a  final  PM  2.5 
implementation  rule,  an  interim  PM2.5  program  that  involves  implementing  Prevention  of 
Significant  Deterioration  (PSD)  and  Nonattainment  New  Source  Review  (NNSR) 
programs  for  PMio  as  a  surrogate  for  the  PM2.5  requirements. 

RESPONSE  AND  EXPLANATION  OF  CHANGE:  As  a  result  of  this  comment,  the 
document  language  has  been  amended  to  more  clearly  define  the  program's  intent  to 
adopt  EPA's  regulations  and  policies  related  to  changes  in  the  implementation  of  the 
NAAQS.  All  major  sources  located  in  attainment  areas  in  the  State  of  Missouri  are 
currently  subject  to  PSD  permitting  under  state  rule  10  CSR  10-6.060  Construction 
Permits  Required  section  (8).  Major  sources  located  in  nonattainment  areas  are  currently 
regulated  under  a  NNSR  permitting  program  required  by  state  rule  10  CSR  10-6.060 
Construction  Permits  Required  section  (7).  Missouri  believes  that  the  current  rule  10 
CSR  10-6.060  Construction  Permits  Required  rule  meets  the  requirements  of  the  Phase  II 
ozone  implementation  rule  as  St.  Louis  is  classified  as  a  moderate  ozone  nonattainment 
area.  Missouri  will  follow  EPA's  most  current  policy  on  the  implementation  of  all  PSD 
and  NNSR  regulations  as  they  relate  to  the  implementation  of  the  NAAQS.  Missouri  will 
also  adopt  EPA's  revised  regulations  implementing  the  revisions  to  the  NAAQS  as 
expeditiously  as  possible.  This  will  include  the  adoption  of  permitting  requirements  into 
the  state  permitting  rules  as  soon  as  possible. 

COMMENT:  For  the  portion  of  110(a)(2)(D)(i)  which  addresses  visibility  protection, 
EPA  suggests  that  the  language  be  revised  to  state  —  At  this  time,  Missouri  is  assessing 
whether  there  is  any  interference  with  measures  in  another  state  designed  to  protect 
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visibility  for  the  8-hour  ozone  and  PM2.5  NAAQS.  Missouri  is  assessing  visibility 
protection  in  conjunction  with  the  Regional  Haze  SIP. 

RESPONSE  AND  EXPLANATION  OF  CHANGE:  In  response  to  this  comment,  the 
language  under  the  Visibility  Protection  portion  of  the  plan  has  been  changed  to  further 
describe  how  Missouri  is  addressing  visibility  protection  .  EPA  has  made  no 
determination  that  emissions  from  any  state  interfere  with  1980  visibility  plan  measures 
required  to  be  included  in  a  plan  to  address  reasonably  attributable  visibility  impairment. 
EPA  is  not  aware  of  any  certification  of  existing  reasonably  attributable  impairment  of 
visibility  by  a  Federal  Land  Manager  that  has  not  already  been  resolved.  Based  on  this 
information,  no  source  in  Missouri  emits  pollutants  that  interfere  with  measures  included 
in  visibility  plans  under  1980  regulations.  At  this  time,  Missouri's  current 
nonattainment/maintenance  plans  for  the  8-hour  ozone  and  PM2.5  NAAQS  are  under 
development.  It  is  expected  that  these  plans  will  benefit  visibility  protected  areas  in 
Missouri  and  other  neighboring  states.  This  is  primarily  due  to  the  inclusion  of  NOx  and 
SO2  controls  under  the  Clean  Air  Interstate  Rule  and  NOx  SIP  call  regulations.  Also, 
Missouri  is  working  with  the  Central  States  Regional  Air  Partnership  (CENRAP) 
regional  planning  organization  in  development  of  a  regional  haze  plan  that  is  due  to  be 
submitted  to  EPA  December  2007.  This  on-going  regional  haze  plan  development 
process  is  intended  to  address  incoming  visibility  impairing  pollutants  from  sources  in 
other  states  and  Missouri  source  contribution  on  Missouri  Class  I  areas  as  well  as  other 
states'  protected  areas. 


The  document  has  not  been  reprinted  in  the  briefing  document  due  to  its  volume.  The 
entire  document  is  available  for  review  at  the  Missouri  Department  of  Natural  Resources' 
Air  Pollution  Control  Program,  1659  East  Elm  Street,  P.O.  Box  176,  Jefferson  City,  MO 
65102-0176.  It  is  also  available  online  at 
http://www.dnr.mo.gov/env/apcp/stateplanrevisions.htm. 
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Pursuant  to  643 .055  RSMo,  the  Missouri  Air  Conservation  Commission  has 
determined  tJiat  this  aaion  is  needed  to  have  a  U.S.  Environmental  Protection 
Agency  approved  State  Implementadon  Plao. 

The  State  of  Missouri  Plan  for  Implementation,  Maintenance,  and  Enforcement  of 
National  Ambient  Air  Quality  Standards  is  hereby  adopted  by  the  Missouri  Air 
Conservation  Commission  this  l&t  day  of  February,  2007. 


u 


J  ChainnaD 


J  ViceOiaiiman 


,  Member 


Member 


 ,  Member 


J  Member 


3  Merhber 
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6.7    Appendix  G      8-Hour  Ozone  and  Particulate  Matter  2.5 
Area  Designations 

Air  Quality  Designations  and  Classifications  for  the  8-Hour  Ozone 
National  Ambient  Air  Quality  Standards;  Early  Action  Compact  Areas  With 
Deferred  Effective  Dates 

AGENCY:  Environmental  Protection  Agency  (EPA). 
ACTION:  Final  rule. 


SUMMARY:  This  rule  sets  forth  the  air  quality  designations  and 
classifications  for  every  area  in  the  United  States,  including  Indian 
country,  for  the  8 -hour  ozone  national  ambient  air  quality  standard.  We 
are  issuing  this  rule  so  that  citizens  will  know  whether  the  air  where 
they  live  and  work  is  healthful  or  unhealthful  and  to  establish  the 
boundaries  and  classifications  for  areas  designated  as  nonattainment. 
Children  are  at  risk  when  exposed  to  ozone  pollution  because  their 
lungs  are  still  developing,  people  with  existing  respiratory  disease 
are  at  risk,  and  even  healthy  people  who  are  active  outdoors  can 
experience  difficulty  breathing  when  exposed  to  ozone  pollution.  In 
this  document,  EPA  is  also  promulgating  the  first  deferral  of  the 
effective  date,  to  Sept.  30,  2005,  of  the  nonattainment  designation 
for  Early  Action  Compact  areas  that  have  met  all  milestones  through 
March  31,  2004.  Finally,  we  are  inviting  states  to  submit  by  July  15, 
2004,  requests  to  reclassify  areas  if  their  design  value  falls  within 
five  percent  of  a  high  or  lower  classification.  This  rule  does  not 
establish  or  address  state  and  tribal  obligations  for  planning  and 
control  requirements  which  apply  to  nonattainment  areas  for  the  8-hour 
ozone  air  quality  standard.  Two  separate  rules,  one  of  which  is  also  published 
today,  set  forth  the  planning  and  control  requirements  which  apply  to 
nonattainment  areas  for  this  standard.  The  second  rule  will  be 
published  at  a  later  date. 

EFFECTIVE  DATE:  This  final  rule  is  effective  on  June  15,  2004. 

•  27.  In  Sec.  81.326,  the  table  entitled  ^^Missouri-Ozone  (8-Hour 
Standard)"  is  added  to  read  as  follows: 

Sec.  81.326  Missouri. 
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Missouri — 8-Hour  Ozone  Standard 


Designated  Area  Designation 


(A.),(l.) 


Kansas  City,  MO: 

Cass  County   Unclassifiable 

Clay  County   Unclassifiable  ^^'^ 

Jackson  County   Unclassifiable  ^^'^ 

Platte  County   Unclassifiable  ^^'^ 

St.  Louis,  MO: 

Franklin  County   Nonattainment   Subpart  2/Moderate. 

Jefferson  County   Nonattainment   Subpart  2/Moderate. 

St.  Charles  County   Nonattainment   Subpart  2/Moderate. 

St.  Louis  City   Nonattainment   Subpart  2/Moderate. 

St.  Louis  County   Nonattainment   Subpart  2/Moderate. 

AQCR  094  Metro  Kansas  City  Interstate:  Unclassifiable/Attainment 
Buchanan  County 
Ray  County 

AQCR  137  N.  Missouri  Intrastate  (part): 

Pike  County   Unclassifiable/Attainment 

Ralls  County   Unclassifiable/Attainment 

AQCR  137  N.  Missouri  Intrastate   Unclassifiable/Attainment 

Remainder  of  State: 

Adair  County   Unclassifiable/Attainment 

Andrew  County   Unclassifiable/Attainment 

Atchison  County   Unclassifiable/Attainment 

Audrain  County   Unclassifiable/Attainment 

Boone  County   Unclassifiable/Attainment 

Caldwell  County   Unclassifiable/Attainment 

Callaway  County   Unclassifiable/Attainment 

Carroll  County   Unclassifiable/Attainment 

Chariton  County   Unclassifiable/Attainment 

Clark  County   Unclassifiable/Attainment 

Clinton  County   Unclassifiable/Attainment 

Cole  County   Unclassifiable/Attainment 

Cooper  County   Unclassifiable/Attainment 

Daviess  County   Unclassifiable/Attainment 

DeKalb  County   Unclassifiable/Attainment 

Gentry  County   Unclassifiable/Attainment 

Grundy  County   Unclassifiable/Attainment 

Harrison  County   Unclassifiable/Attainment 
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Missouri — 8-Hour  Ozone  Standard  (Continued) 


Designated  Area  Designation 


(A.),(l.) 


Holt  County   Unclassifiable/ Attainment 

Howard  County   Unclassifiable/ Attainment 

Knox  County   Unclassifiable/ Attainment 

Lewis  County   Unclassifiable/Attainment 

Lincoln  County   Unclassifiable/Attainment 

Linn  County   Unclassifiable/Attainment 

Livingston  County   Unclassifiable/Attainment 

Macon  County   Unclassifiable/Attainment 

Marion  County   Unclassifiable/Attainment 

Mercer  County   Unclassifiable/Attainment 

Moniteau  County   Unclassifiable/Attainment 

Monroe  County   Unclassifiable/Attainment 

Montgomery  County   Unclassifiable/Attainment 

Nodaway  County   Unclassifiable/Attainment 

Osage  County   Unclassifiable/Attainment 

Putnam  County   Unclassifiable/Attainment 

Randolph  County   Unclassifiable/Attainment 

Saline  County   Unclassifiable/Attainment 

Schuyler  County   Unclassifiable/Attainment 

Scotland  County   Unclassifiable/Attainment 

Shelby  County   Unclassifiable/Attainment 

Sullivan  County   Unclassifiable/Attainment 

Warren  County   Unclassifiable/Attainment 

Worth  County   Unclassifiable/Attainment 

Rest  of  State:   Unclassifiable/Attainment 

Barry  County   Unclassifiable/Attainment 

Barton  County   Unclassifiable/Attainment 

Bates  County   Unclassifiable/Attainment 

Benton  County   Unclassifiable/Attainment 

Bollinger  County   Unclassifiable/Attainment 

Butler  County   Unclassifiable/Attainment 

Camden  County   Unclassifiable/Attainment 

Cape  Girardeau  County   Unclassifiable/Attainment 

Carter  County   Unclassifiable/Attainment 

Cedar  County   Unclassifiable/Attainment 

Christian  County   Unclassifiable/Attainment 

Crawford  County   Unclassifiable/Attainment 

Dade  County   Unclassifiable/Attainment 

Dallas  County   Unclassifiable/Attainment 

Dent  County   Unclassifiable/Attainment 

Douglas  County   Unclassifiable/Attainment 
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Missouri — 8-Hour  Ozone  Standard  (Continued) 


Designated  Area  Designation 


(A.),(l.) 


Dunklin  County   Unclassifiable/ Attainment 

Gasconade  County   Unclassifiable/ Attainment 

Greene  County   Unclassifiable/ Attainment 

Henry  County   Unclassifiable/Attainment 

Hickory  County   Unclassifiable/Attainment 

Howell  County   Unclassifiable/Attainment 

Iron  County   Unclassifiable/Attainment 

Jasper  County   Unclassifiable/Attainment 

Johnson  County   Unclassifiable/Attainment 

Laclede  County   Unclassifiable/Attainment 

Lafayette  County   Unclassifiable/Attainment 

Lawrence  County   Unclassifiable/Attainment 

Madison  County   Unclassifiable/Attainment 

Maries  County   Unclassifiable/Attainment 

McDonald  County   Unclassifiable/Attainment 

Miller  County   Unclassifiable/Attainment 

Mississippi  County   Unclassifiable/Attainment 

Morgan  County   Unclassifiable/Attainment 

New  Madrid  County   Unclassifiable/Attainment 

Newton  County   Unclassifiable/Attainment 

Oregon  County   Unclassifiable/Attainment 

Ozark  County   Unclassifiable/Attainment 

Pemiscot  County   Unclassifiable/Attainment 

Perry  County   Unclassifiable/Attainment 

Pettis  County   Unclassifiable/Attainment 

Phelps  County   Unclassifiable/Attainment 

Polk  County   Unclassifiable/Attainment 

Pulaski  County   Unclassifiable/Attainment 

Reynolds  County   Unclassifiable/Attainment 

Ripley  County   Unclassifiable/Attainment 

St.  Clair  County   Unclassifiable/Attainment 

St.  Francois  County   Unclassifiable/Attainment 

Ste.  Genevieve  County   Unclassifiable/Attainment 

Scott  County   Unclassifiable/Attainment 

Shannon  County   Unclassifiable/Attainment 

Stoddard  County   Unclassifiable/Attainment 

Stone  County   Unclassifiable/Attainment 

Taney  County   Unclassifiable/Attainment 

Texas  County   Unclassifiable/Attainment 

Vernon  County   Unclassifiable/Attainment 

Washington  County   Unclassifiable/Attainment 

Wayne  County   Unclassifiable/Attainment 
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Missouri — 8-Hour  Ozone  Standard  (Continued) 


Designated  Area 

Designation  ^^•^'^^•^ 

Webster  County  

  Unclassifiable/ Attainment 

Wright  County  

  Unclassifiable/Attainment 

^'  Includes  Indian  Country  located  in  each  county  or  area,  except  as  otherwise  specified. 


This  area  is  given  an    Unclassifiable"  designation.  EPA  will  review  all  available 
information  and  make  an  attainment  or  nonattainment  decision  after  reviewing  the  2004 
data. 

^'  This  date  is  June  15,  2004,  unless  otherwise  noted 


Particulate  Matter  2.5  Area  Designations 
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ENVIRONMENTAL  PROTECTION  AGENCY 
40CFR  Part  81 

[OAR-2003-0061;  FRL-7856-1] 
RIN-2060-AM04 

Air  Quality  Designations  and  Classifications  for  the  Fine 
Particles  (PM2.5)  National  Ambient  Air  Quality  Standards 

AGENCY:  Environmental  Protection  Agency  (EPA). 
ACTION:  Final  rule. 


SUMMARY:  This  rule  sets  forth  the  initial  air  quality  designations  and 
classifications  for  all  areas  in  the  United  States,  including  Indian 
country,  for  the  fine  particles  (PM2.5)  National  Ambient  Air  Quality 
Standards  (NAAQS).  The  EPA  is  issuing  this  rule  so  that  citizens  will 
know  whether  the  air  quality  where  they  live  and  work  is  healthful  or 
unhealthful.  Health  studies  have  shown  significant  associations  between 
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exposure  to  PM2.5  and  premature  death  from  heart  or  lung  disease.  Fine 
particles  can  also  aggravate  heart  and  lung  diseases  and  have  been 
linked  to  effects  such  as  cardiovascular  symptoms,  cardiac  arrhythmias, 
heart  attacks,  respiratory  symptoms,  asthma  attacks,  and  bronchitis. 
These  effects  can  result  in  increased  hospital  emissions,  emergency 
room  visits,  absences  from  school  or  work,  and  restricted  activity  days. 

Individuals  that  may  be  particularly  sensitive  to  PM2.5  exposure 
include  people  with  heart  or  lung  disease,  older  adults,  and  children. 
This  rule  establishes  the  boundaries  for  areas  designated  as 
nonattainment,  unclassifiable,  or  attainment/unclassifiable.  This  rule 
does  not  establish  or  address  State  and  Tribal  obligations  for  planning 
and  control  requirements  that  apply  to  nonattainment  areas  for  the 
PM2.5  standards.  The  EPA  will  publish  a  separate  rule  which  will  set 
forth  the  planning  and  control  requirements  that  apply  to  nonattainment 
areas  for  the  PM2.5  standards. 

DATES:  The  effective  date  of  this  rule  is  April  5,  2005. 

•  27.  In  Sec.  81.326,  the  table  entitled  ^^Missouri.— PM2.5"  is  added 
to  the  end  of  the  section  to  read  as  follows: 

Sec.  81.326  Missouri. 

Missouri— PM2.5 

Designated  area  Designation  ^^'^ 
St.  Louis,  MO: 

Franklin  County   Nonattainment. 

Jefferson  County   Nonattainment. 

St.  Charles  County   Nonattainment. 

St.  Louis  County   Nonattainment. 

St.  Louis  City   Nonattainment. 

Rest  of  State: 

Adair  County   Unclassifiable/ Attainment. 

Andrew  County   Unclassifiable/ Attainment. 

Atchison  County   Unclassifiable/Attainment. 

Audrain  County   Unclassifiable/Attainment. 

Barry  County   Unclassifiable/Attainment. 

Barton  County   Unclassifiable/Attainment. 

Bates  County   Unclassifiable/Attainment. 

Benton  County   Unclassifiable/Attainment. 

Bollinger  County   Unclassifiable/Attainment. 

Boone  County   Unclassifiable/Attainment. 
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Missouri — PM2.5  (Continued) 


Designated  area  Designation 


(A.),(l.) 


Buchanan  County   Unclassifiable/ Attainment. 

Butler  County   Unclassifiable/ Attainment. 

Caldwell  County   Unclassifiable/ Attainment. 

Callaway  County   Unclassifiable/Attainment. 

Camden  County   Unclassifiable/Attainment. 

Cape  Girardeau  County   Unclassifiable/Attainment. 

Carroll  County   Unclassifiable/Attainment. 

Carter  County   Unclassifiable/Attainment. 

Cass  County   Unclassifiable/Attainment. 

Cedar  County   Unclassifiable/Attainment. 

Chariton  County   Unclassifiable/Attainment. 

Christian  County   Unclassifiable/Attainment. 

Clark  County   Unclassifiable/Attainment. 

Clay  County   Unclassifiable/Attainment. 

Clinton  County   Unclassifiable/Attainment. 

Cole  County   Unclassifiable/Attainment. 

Cooper  County   Unclassifiable/Attainment. 

Crawford  County   Unclassifiable/Attainment. 

Dade  County   Unclassifiable/Attainment. 

Dallas  County   Unclassifiable/Attainment. 

Daviess  County   Unclassifiable/Attainment. 

DeKalb  County   Unclassifiable/Attainment. 

Dent  County   Unclassifiable/Attainment. 

Douglas  County   Unclassifiable/Attainment. 

Dunklin  County   Unclassifiable/Attainment. 

Gasconade  County   Unclassifiable/Attaimnent. 

Gentry  County   Unclassifiable/Attainment. 

Greene  County   Unclassifiable/Attainment. 

Grundy  County   Unclassifiable/Attainment. 

Harrison  County   Unclassifiable/Attainment. 

Henry  County   Unclassifiable/Attainment. 

Hickory  County   Unclassifiable/Attainment. 

Holt  County   Unclassifiable/Attainment. 

Howard  County   Unclassifiable/Attainment. 

Howell  County   Unclassifiable/Attainment. 

Iron  County   Unclassifiable/Attainment. 

Jackson  County   Unclassifiable/Attainment. 

Jasper  County   Unclassifiable/Attainment. 

Johnson  County   Unclassifiable/Attaimnent. 

Knox  County   Unclassifiable/Attainment. 

Laclede  County   Unclassifiable/Attainment. 

Lafayette  County   Unclassifiable/Attainment. 
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Missouri. — PM2.5  (Continued) 


Designated  area  Designation 

Lawrence  County   Unclassifiable/ Attainment. 

Lewis  County   Unclassifiable/ Attainment. 

Lincoln  County   Unclassifiable/Attainment. 

Linn  County   Unclassifiable/Attainment. 

Livingston  County   Unclassifiable/Attainment. 

McDonald  County   Unclassifiable/Attainment. 

Macon  County   Unclassifiable/Attainment. 

Madison  County   Unclassifiable/Attainment. 

Maries  County   Unclassifiable/Attainment. 

Marion  County   Unclassifiable/Attainment. 

Mercer  County   Unclassifiable/Attainment. 

Miller  County   Unclassifiable/Attainment. 

Mississippi  County   Unclassifiable/Attainment. 

Moniteau  County   Unclassifiable/Attainment. 

Monroe  County   Unclassifiable/Attainment. 

Montgomery  County   Unclassifiable/Attainment. 

Morgan  County   Unclassifiable/Attainment. 

New  Madrid  County   Unclassifiable/Attainment. 

Newton  County   Unclassifiable/Attainment. 

Oregon  County   Unclassifiable/Attainment. 

Osage  County   Unclassifiable/Attainment. 

Ozark  County   Unclassifiable/Attainment. 

Pemiscot  County   Unclassifiable/Attainment. 

Perry  County   Unclassifiable/Attainment. 

Pettis  County   Unclassifiable/Attainment. 

Phelps  County   Unclassifiable/Attainment. 

Pike  County   Unclassifiable/Attainment. 

Platte  County   Unclassifiable/Attainment. 

Polk  County   Unclassifiable/Attainment. 

Pulaski  County   Unclassifiable/Attainment. 

Putnam  County   Unclassifiable/Attainment. 

Ralls  County   Unclassifiable/Attainment. 

Randolph  County   Unclassifiable/Attainment. 

Ray  County   Unclassifiable/Attainment. 

Reynolds  County   Unclassifiable/Attainment. 

Ripley  County   Unclassifiable/Attainment. 

St.  Clair  County   Unclassifiable/Attainment. 

St.  Genevieve  County   Unclassifiable/Attainment. 

St.  Francois  County   Unclassifiable/Attainment. 

Saline  County   Unclassifiable/Attainment. 

Schuyler  County   Unclassifiable/Attainment. 
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Scotland  County 


Missouri. — PM2.5  (Continued) 

  Unclassifiable/Attainment. 


Designated  area  Designation 

Scott  County   Unclassifiable/Attainment. 

Shannon  County   Unclassifiable/Attainment. 

Shelby  County   Unclassifiable/Attainment. 

Stoddard  County   Unclassifiable/Attainment. 

Stone  County   Unclassifiable/Attainment. 

Sullivan  County   Unclassifiable/Attainment. 

Taney  County   Unclassifiable/Attainment. 

Texas  County   Unclassifiable/Attainment. 

Vernon  County   Unclassifiable/Attainment. 

Warren  County   Unclassifiable/Attainment. 

Washington  County   Unclassifiable/Attainment. 

Wayne  County   Unclassifiable/Attainment. 

Webster  County   Unclassifiable/Attainment. 

Worth  County   Unclassifiable/Attainment. 

Wright  County   Unclassifiable/Attainment. 

^'  Includes  Indian  Country  located  in  each  county  or  area,  except  as  otherwise  specified. 

^'  This  date  is  90  days  after  January  5,  2005,  unless  otherwise  noted. 
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APPENDIX  H 


6.8    Appendix  H      Missouri  Air  Quality  Monitors  Data 
for  Years  2003,  2004  and  2005 


8-Hour  Design  Values 


4th  High  8-hr 
Average  (ppb) 

Design  Value 

Missouri 

2001 

2002 

2003 

2004 

2005 

01-03 

02-04 

03-05 

Arnold 

86 

93 

82 

70 

92 

87 

81 

81 

West  Alton 

85 

99 

91 

77 

89 

91 

89 

85 

Orchard  Farm 

88 

98 

90 

76 

92 

92 

88 

86 

Blair  St. 

89 

na 

Margaretta 

80 

98 

90 

72 

91 

89 

86 

84 

Sunset  Hills 

88 

98 

88 

70 

89 

91 

85 

82 

Maryland  Hts 

88 

na 

Pacific 

87 

na 

Bonne  Terre 

75 

92 

83 

70 

84 

83 

81 

79 

Foley 

89 

na 

Illinois 

Jerseyville 

84 

100 

83 

73 

83 

89 

85 

79 

Alton 

82 

94 

89 

74 

91 

88 

85 

84 

Maryville 

73 

90 

88 

78 

88 

83 

85 

84 

Wood  River 

78 

84 

83 

73 

87 

81 

80 

81 

Houston 

77 

85 

77 

64 

74 

79 

75 

71 

East  St.  Louis 

78 

93 

79 

73 

94 

83 

81 

82 

Missouri 

Liberty 

79 

87 

88 

71 

88 

84 

82 

82 

Watkins  Mill 

73 

83 

85 

67 

79 

80 

78 

77 

Rocky  Creek 

91 

88 

69 

87 

na 

na 

81 

RG  South 

72 

83 

82 

61 

81 

79 

75 

74 

Trimble 

71 

87 

79 

Kansas 

Wyandotte 
CO 

76 

80 

84 

63 

79 

80 

75 

75 

u.s 

Penitentiary 

82 

66 

77 

75 

Heritage  Park 

81 

66 

81 

76 
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Springfield 

ffiUcrest  H.S. 

71 

74 

72 

64 

77 

72 

70 

71 

Outstate 

Mark  Twain 

76 

85 

71 

61 

75 

77 

72 

69 

Eldorado  Spgs 

74 

82 

80 

71 

79 

78 

77 

76 

Farrar 

66 

79 

na 

Annual  PM2.5  Total  Mass  for  2002-2005 

24-hr  Std  =  65  |ag/m^           Design  Values 
 98th  percentile  


98th  percentile 


St.  Louis 

2002 

2003 

2004 

2005 

02-04 

03-05 

West  Alton 

35.0 

35.5 

30.2 

38.5 

33.6 

34.7 

Margaretta 

35.5 

31.5 

26.5 

40.0 

31.2 

32.7 

Blair  Street 

36.5 

32.0 

27.9 

40.3 

32.1 

33.4 

South  Broadway 

36.5 

33.2 

28.5 

38.6 

32.7 

33.4 

Mound  Street 

35.9 

33.2 

30.3 

40.8 

33.1 

34.8 

Clayton 

36.9 

33.2 

33.7 

43.5 

34.6 

36.8 

Sunset  Hills 

34.0 

30.5 

32.6 

38.3 

32.4 

33.5 

Arnold 

46.5 

37.2 

34.8 

41.7 

39.5 

37.9 

Kansas  City 

Liberty 

30.3 

28.1 

26.5 

31.2 

28.3 

28.6 

Troost 

34.0 

31.4 

27.3 

34.2 

30.9 

31.0 

UMKC 

30.1 

34.1 

27.3 

34.0 

30.5 

31.8 

RG-  South 

26.0 

29.8 

22.7 

31.4 

26.2 

28.0 

Outstate 

El  Dorado  Springs 

28.9 

27.3 

25.7 

33.1 

27.3 

28.7 

Mark  Twain  St. 

29.0 

29.3 

21.9 

32.3 

26.7 

27.8 

Pk. 

Ste.  Genevieve 

34.2 

33.8 

25.8 

36.1 

31.3 

31.9 

MSU 

27.8 

29.4 

26.6 

33.6 

27.9 

29.9 

St.  Joseph 

30.9 

28.2 

32.0 

35.1 

30.4 

31.8 

Columbia 

29.3 

30.6 

25.4 

34.7 

28.4 

30.2 

Annual  Mean  Std  =  15.0  |ag/m^ 

Design 

Values 

Annual  Mean 

St.  Louis 

2002 

2003 

2004 

2005 

02-04 

03-05 

West  Alton 

14.0 

14.0 

11.9 

15.2 

13.3 

13.7 

Margaretta 

14.3 

13.5 

12.1 

15.1 

13.3 

13.6 

Blair  Street 

15.4 

14.1 

13.1 

16.1 

14.2 

14.4 

South  Broadway 

15.3 

14.4 

13.4 

15.9 

14.4 

14.6 
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Mound  Street 

15.6 

14.7 

13.1 

15.9 

* 

* 

Clavton 

14.6 

13.6 

12.6 

15.5 

13.6 

13.9 

Sunset  Hills 

13.0 

13.0 

11.9 

15.5 

12.6 

13.5 

Arnold 

15.1 

13.9 

12.5 

15.4 

13.8 

13.9 

Kansas  Citv 

Liberty 

12.3 

11.7 

9.5 

12.2 

11.2 

11.1 

Troost 

14.0 

13.1 

12.0 

14.1 

13.1 

13.1 

UMKC 

13.3 

12.7 

11.0 

12.5 

VIA 

12.1 

RG-  South 

11.7 

11.1 

9.8 

11.6 

10.9 

10.9 

Outstate 

El  Dorado  Springs 

11.8 

11.4 

9.9 

Yl.\ 

11.0 

11.1 

Mark  Twain  St 

1 1  4 

1 1  4 

9  7 

19  1 

10  6 

10  9 

Pk. 

Ste.  Genevieve 

13.7 

13.6 

\1A 

15.0 

13.2 

13.7 

MSU 

12.7 

11.7 

11.0 

13.0 

11.7 

11.9 

St.  Joseph 

13.0 

11.9 

11.4 

14.5 

12.2 

12.7 

Columbia 

12.4 

12.5 

10.2 

12.9 

11.7 

11.8 

-  middle  scale  site  -  not  for  comparison  to  annual  average 
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APPENDIX  I 


6.9    Appendix  I       Missouri  Air  Quality  Monitors  Locations 
Oxides  of  Nitrogen,  Particulate  Matter,  Ozone  and  Oxides  of 
Sulfur  as  of  9/30/05 


Agency 

Site  Identification 
Site  Name 

Environmental  Services 


Pollutant 


29-047-0003 
Watkins  Mill 


O3  (1) 


29-047-0005 
Liberty 


NO2 
PM2.5 
PM2.5  (2) 
03(1) 


29-183-1002 
West  Alton 


NO2 

PM2.5 

03(1) 


29-021-0005 
St.  Joseph 
Pump  Station 


PMio 
PM2.5 


29-097-0003 
Carthage  Stone 


PMio 
PMio  (2) 


29-047-0026 
North  Kansas  City 


PMio  (discontinued  1  July) 


29-099-0012 
Arnold 


03(1) 
PM2.5 

PM2.5  (2) 
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29-137-0001 

Mark  Twain  State  Park         O3  ( 1 ) 

PMio 
PM2.5 
SO2 

29-183-1004 

Orchard  Farm  03(1) 
29-157-0001 

Farrar  O3  (1) 

29-113-0003 

Foley  O3  (1) 

29-186-0005 

Bonne  Terre  NO2 

03(1) 

PM2.5  (2) 

29-039-0001 

El  Dorado  Springs  O3 

PM2.5 
PM2.5  (2) 

29-186-0006 

Ste.  Genevieve  PM2.5 
29-019-0001 

Columbia  PM2.5 
20-047-0006 

Rocky  Creek  O3  (1) 

20-049-0001 

Trimble  O3  (1) 

29-095-0035 

Van  Brunt  PMio 
29-095-0034 

Troost  NO2 

PMio 
PM2.5 

PM2.5(2) 

S02 
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29-037-0003 

Richards  Gebaur  O3  (1) 

South  PM2.5 

29-165-0023 

KCI  O3  (1) 

SO2 

29-095-0010 

UMKC  PM2.5 
29-163-0002 

Clarksville  SO2 

ST  LOUIS  COUNTY 

29-189-0004 

Sunset  ffiUs  NO2 

03(1) 

PM2.5 
SO2 

29-189-2003 

Clayton  Animal  PMio 
Shelter  PM2.5 

29-189-0006 

Queeny  NO2 

03(1) 
SO2 

29-189-3001 

Ladue  NO2 

PM2.5  (2) 
SO2 

29-189-0014 

Maryland  Heights  NO2 

03(1) 
SO2 

29-189-0005 

Pacific  O3  (1) 
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ST  LOUIS  CITY 

29-510-0007 
South  Broadway 


29-510-0072 
Clark 

29-510-0088 
Hall  Street 

29-510-0085 
Blair  Street 


29-510-0086 
Margaretta 


29-510-0087 
Mound  Street 


29-510-0092 
North  Market 

SPRINGFIELD 

29-077-0026 
South  Charleston 


PM2.5 
SO2 


NO2  (discontinued  1  May) 
PMio  (2) 


03(1) 
PMio 

PM2.5(2) 

PM2.5 


NO2 

03(1) 

PMio 
PM2.5 
SO2 


PMio 
PM2.5 


PMio  (2) 


SO, 


29-077-0032 
Missouri  State 
University 

29-077-0036 
Hillcrest  High 
School 

29-077-0037 
James  River-South 


PMio 
PM2.5 
SO2 

NO2 
03(1) 


SO2 


(1)      Operates  only  during  ozone  season  (4-1/10-31) 
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Some  PM2.5  and  PMio  readings  are  measured  and  recorded  by  Tapered 
Element  Oscillating  Microbalance  Monitors  (TEOM). 
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Missouri  State  Map  Air  Monitor  Locations 


statewide  Spatial  Distribution  of  the  PM2.5  Mass 

2003-2005  Aniiu.ll  Design  Viilues  (Annual  meiin  St<l=  15  u  (|iii3) 


Legend 


PM2  J  Monitor 


I  <f  I    Design  Value 


St  Louis  Ai  en 

Sites  Site  Name 


01  West  Alton 

02  Margaretta 

03  Blair  Street 

04  S  outh  B  ro  adway 
03  Clayton 

06  Sunset  H  ills 

07  ArnoljJ 

Kaiis?is  City  Aiea 

Sites  Site  Name 


08  Liberty 

09  Troost 

10  UMKC 

11  EG-3outh 

Oiitstate  Ai'ea 

Sites   Site  M ante 

12  St.  Joseph 

13  Mark  Twain  State  Park 

14  Columbia 

15  El  Dorado  Springs 

16  MSU 

17  St.  Genevieve 


^^|Hvf4TniD»jjjtaL4uf  of^TAWil 

iPsi^^TJi-UfcllA  llhtucih  latino.  U". 21^200 
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State^^ide  Spiiti^il  Distiibiition  of  the  PM2.5  M;iss 

2003-  2005  24-hoiir  D  esign  Values  (  24-hr  Std  =  65  ug/m3) 


Legend  '-.*^|  31.B  T 

■     EM2  J  Monitor  "V^^, 
[»]  Design  Value  ,^2~ 

I         I  2004  Destination,  MO  ^-J&nlBuain 


St.  Louis  Ai  ea 

Sitef   Site  Name 

01  West  Alton 

02  Margaretta 

03  Blair  Street 

04  South  Broadway 
03  Qayton 

06  Sunset  Hills 

07  Arnold 
Kansas  City  Ai'ea 

Siti#   Site  Name 

08  Liberty 

09  Troost 

10  UMKC 

11  RG-South 

Outstate  Area 

Sita#   Site  Name 

12  St.  Joseph 

13  Mark  Twain  State  Park 

14  Columbia 

15  El  Dorado  Springs 

16  MSU 

17  St.  Genevieve 


nj  ^^^bji-foTniD4]>utiii«il  oflT^tnrfllXfroniuf 


SuLLrarL 

Lim 
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Spatial  Distribution  of  the  IVIonitored  S-iiour  Ozone  Concentration 

2003-2005  3-houi  Desiyii  Values  (»-hi  Std  =  85  |>|)l>} 


26  El  Dorado  Springs 

27  MaikTw-ain State  Park 
2S  Farr  ai 


Dl  Foley 
U2  Orchard Faim 
tl3  West  Alton 
04  Marietta 
ElmfStreet 
MaridfLridHts 
Q7  Pacific 

08  Sunset  Hills 

09  Arnold 

10  Bonne  Tene 


^Ja  F*  Ihitu  ii  C: » idi^  1 B  4  pun. 


15  EastSt.  Louis 

16  Houston 
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APPENDIX  J 


6.10  Appendix  J       Clean  Air  Interstate  Rules  and 

Clean  Air  Mercury  Rule  MACC  Adoption  Certification 
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Order  of  Rute  Making 


Pursuant  to  543.055  RSMo,  the  Missouri  Air  Conservation  Commission  has 
determined  thai  this  action  is  needed  to  have  a  U.S.  Environmental  Protection 
Agency  approved  State  Implementation  Plan. 

10  GSR  10-6.362  Clean  Air  Interstate  Rule  Annual  NOx  Trading  Program  is 
hereby  ADOPTED  by  the  Missouri  Air  Conservation  Commission  this  1st  day  of 
February,  2007. 


Chairman 


,  Vice-Chairman 


.,  Member 


Member 


,  Member 


Member 


,  Member 
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Order  of  Rule  Making 


Pursuant  to  643.055  RSMo,  the  Missouri  Air  Conservation  Commission  has 
determined  that  this  action  is  needed  to  have  a  U.S.  Environmental  Protection 
Agency  approved  State  Implementation  Plan. 

10  CSR  10-6.364  Clean  Air  Interstate  Rule  Seasonal  NOx  Trading  Program  is 
hereby  ADOPTED  by  the  Missouri  Air  Conservation  Commission  this  1st  day  of 
February,  2007. 


Chairman 


,  Vice-Chairman 


,  IVlember 


,  Member 


.,  Member 


Member 


,  Member 
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Order  of  Rule  Making 


Pursuant  to  643.055  RSMo,  the  Missouri  Air  Conservation  Commission  has 
determined  that  this  action  is  needed  to  have  a  U.S.  Environmental  Protection 
Agency  approved  State  Implementation  Plan. 


10  CSR  10-6.366  Clean  Air  Interstate  Rule  SO2  Trading  Program  is  hereby 
ADOPTED  by  the  Missouri  Air  Consen/ation  Commission  this  1st  day  of 
February.  2007. 


,  Chairman 


,  Vice-Chairman 


,  Member 


,  Member 


Member 


,  Member 


,  Member 
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Qfdef  of  Rule  Making 


Pursuant  to  643-055  RSMo,  the  Missoyri  Air  Conservation  Commission  has 
determined  tliat  this  action  Is  needed  to  have  a  U.S.  Envlronmertel  PiDtBdSon 
Agency  approved  State  Implementation  Plafi, 


10  GSR  10-6.368  Control  of  Mercury  Emissions  From  Electric  Generating  Units 
is  hereby  ADOPTED  by  the  Missouri  Air  Conservation  Commission  this  1st  day 
of  February,  2007. 


Chairman 


J^"^  ^  ^^^r^   -  Vice-chairman 


0 


J  Member 


Member 


/o-^^gs*^    —     —  Member 


Member 


.,  Member 
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